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PART III 
Stores Purchase 


Ayurveda Medical Education Department 

കാരണവശാലും ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ 
പുനർ ദർഘാസ് പരസ്യം 

പാടില്ലാത്തതാകുന്നു . ദർഘാസ് ഫോറങ്ങളുടെ വിൽപ്പന 

9 - 10 - 2019 ഉച്ചയ്ക്ക് 3 മണിക്ക് അവ സാ നി ക്കു ന്ന താണ്. 
[നമ്പർ 07/ 2019- 20) 

ഫോറ ങ്ങ ൾ തപാൽമാർഗ്ഗം ആവ ശ്യ മു ള്ള വർ ദർഘാസ് 
നമ്പർ S1- 4395/2019 / AVC . 

2019 സെപ്റ്റംബർ 4. 

ഫോറത്തിന്റെ വിലയേക്കാൾ ? 50 കൂടുതൽ മണിയോർഡർ 
തിരുവനന്തപുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജ് ആയി അയക്കേണ്ടതാകുന്നു. ദർഘാസിൽ രേഖപ്പെടുത്തി 
ഫാർമസിയിലേക്ക് റൂട്ട് വാഷിംഗ് മെഷീൻ വിതരണം ചെയ്യാൻ 

യി രിക്കുന്ന വില നിര ക്കു കൾ ദർഘാസ് അംഗീക രിച്ച് 
തയ്യാറുള്ളവരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 

നൽകുന്ന തീയതി മുതൽ ഒരു വർഷം വരെയുള്ള 
കൊള്ളുന്നു . 

കാലയളവിനുള്ളിൽ മാറ്റം വരുത്താൻ പാടില്ലാത്തതാകുന്നു . 
- ഓരോ ദർഘാസുകളും ഗവ. ആയൂർവേദ കോളേജ് 

ഒരു ദർഘാസിന്റെ വില ? 1,500 ആണ്. [ ടെൻഡർ ഫോറം 
പ്രിൻസിപ്പാളിന്റെ മേൽവിലാസത്തിൽ പ്രത്യേകം കവറിലാക്കി 

വാങ്ങുന്നതിനായി 7 270 (SGST- 135 & CGST-135) ഒറിജിനൽ 
സീൽ ചെയ്ത് കവറിന് പുറത്ത് “ തിരുവനന്തപുരം ഗവൺമെന്റ് 

ജി. എസ്. ടി . ചെലാൻ ഹാജരാക്കേണ്ടതാണ്. 
ആയൂർവേദ കോളേജ് ഫാർമസിയിൽ റൂട്ട് വാഷിംഗ് മെഷീൻ 
വിതരണം ചെയ്യുന്നതിനുള്ള ടെണ്ടർ എന്ന് രേഖപ്പെടുത്തി ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില X 750. 
10 - 10 - 2019 ഉച്ചയ്ക്ക് 3 മണിവരെ സമർപ്പിക്കാവുന്നതാണ്. 

അടങ്കൽ തുക ? 4,50,000. 
10 -10 - 2019 - ന് ഉച്ചയ്ക്കുശേഷം 3.30 മണിക്ക് ദർഘാസുകൾ 
നിയ മാ നു സ രണം തുറ ക്കു ന്ന താ യി രിക്കും. യാതൊരു 

നിരതദ്രവ്യം ? 4,500. 
Gaz . No. 40/2019 /DTP (Stores Purchase ). 

- 361 


8th Oct. 2019 ] 


STORES PURCHASE 


922 


- പൂരിപ്പിച്ച ദർഘാസ് ഫോറത്തിനോടൊപ്പം രേഖപ്പെടുത്തിയ 
010 020s 1% 06 ( 249010 A20000 mA * 1,500) 
നിരതദ്രവ്യമായി തിരുവനന്തപുരം ആയൂർവേദ കോളേജ് 
പിൻസിപ്പാളിന്റെ പേരിൽ എടുത്ത ഡിമാന്റ് ഡാഫ്റ്റും 

200 - mg CAO3 NOMDOM DB2L0010108 6061074/520mml ) 
ഒരു പ്രിലിമിനറി എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്. ഏതൊരു 
ടെണ്ടറും കാരണം കാണിക്കാതെ നിര സി ക്കാനോ 
മാറ്റിവയ്ക്കാനോ ഉള്ള അധികാരം തിരുവനന്തപുരം ആയൂർവേദ 
കോളേജ് പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. ഏതെങ്കിലും 
Dvom 0008 10 - 10 - 2019 - M NØDOO8 Bow? 
പഖ്യാ പി ക്കു ക യാണെങ്കിൽ അടുത്ത പ്രവൃത്തി ദിവസം 
അതേസമയം ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കൂടുതൽ 
വിവരങ്ങൾ പ്രവർത്തി ദിനങ്ങളിൽ സർക്കാർ ആയൂർവേദ 
കോളേജ് ഓഫീസിൽ നിന്ന് അറിയാവുന്നതാണ്. 


and which is not refundable under any circumstances . 
Tender forms are not transferable . Sale of tender forms 
will be closed at 3 p. m . on 9- 10 -2019 . Cheque, Postage 
Stamps etc . will not be accepted towards the cost of 
forms. Those who wish to purchase tender forms by post 
shall send an additional amount of 50 by money order 
to cover postal charges . Duplicate tender forms, if 
required will be issued at 750 . 


Estimate Cost — 


4 ,50,000 . 


EMD 


4 ,500 . 


[No. 07 /2019 -20 ) 


No. S1 -4395 /2019/AVC . 


4th September 2019 . 


Sealed competitive tenders are invited for the 
Supply and Installation of Root Washing Machine 
to Government Ayurveda College Pharmacy, 
Thiruvananthapuram for the year 2019 - 20 . 


Intending tenderers should submit an amount of 1 % 
of the quoted amount as Earnest Money Deposit 
(Minimum 1,500) by Demand Draft in favour 
of the Principal, Government Ayurveda College , 
Thiruvananthapuram together with an agreement in 
Kerala Stamp Paper worth * 200 . The rate quoted shall 
remain firm for acceptance till one year from the date of 
acceptance . The Principal, Govt. Ayurveda College , 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. If Government declare 10 - 10 -2019 as a public 
holiday , the tender will be opened at the same time on 
next working day. Further details can be had from the 
office during office time. 


Specifications 


Name of 
Equipment 


Quantity 
Required 


The envelopes containing the tender should bear the 
superscription “ Supply of Root Washing Machine 
to Government Ayurveda College Pharmacy , 
Thiruvananthapuram for the year 2019 - 20 ” and addressed 
to the Principal, Government Ayurveda College , 
Thiruvananthapuram . The last date of the receipt of 
tenders will be at 3 p . m . on 10 - 10 - 2019 . The late tenders 
will not be accepted . The tenders will be opened at 
3 .30 p .m . on 10 - 10 - 2019 in the presence of tenderers or 
their authorized representatives who may be present at 
that time. 


Root 


No. 


Washing 
Machine 


Capacity — 100 Kg/batch 
Material of Construction — All 
parts in contact with the proces 
sing raw materials are in SS 304 
grade 
Outer Drum - SS 304 grade 
Frame — Heavy Duty SS Channels 

and Angles 
Motor — 5 HP, 3 Ph, electric motor 

and reduction gear box included 


Intending tenderers may on application 
to the Principal, Government Ayurveda College , 
Thiruvananthapuram to obtain the requisite tender forms 
on which tenders should be submitted . Application for 
the tender forms should be accompanied by cash 
remittance of 1,500 [Original GST Chalan for 3 270 
(SGST- 135 & CGST- 135 ) should be submitted for 
obtaining tender form ], which is the price fixed for a form 


Govt. Ayurveda College , 
Thiruvananthapuram . 


(Sd .) 
Principal. 
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ദർഘാസ് പരസ്യം 

[ നമ്പർ 12 / 2019 - 20 ) 
നമ്പർ S1- 5096/2019 / AVC. 

2019 സെപ്റ്റംബർ 4. 
തിരു വ ന ന്ത പുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജ് ഫിസിക്കൽ എഡ്യ ക്കേ ഷൻ വിഭാ ഗ ത്തിലേ യ്ക്ക് പബ്ലിക് 
അഡ്രസ്സിംഗ് സിസ്റ്റം വിതരണം ചെയ്യുന്നതിന് തയ്യാറുള്ളവരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . വിതരണം 
ചെയ്യേണ്ട സാധനങ്ങളുടെ ലിസ്റ്റ് ഇതോടൊപ്പം ഉള്ളടക്കം ചെയ്യുന്നു . 

-- ഓരോ ദർഘാസുകളും ആയൂർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ മേൽവിലാസത്തിൽ പ്രത്യേകം കവറിലാക്കി സീൽ ചെയ്ത് 
കവറിന് പുറത്ത് “ തിരുവനന്തപുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജ് ഫിസിക്കൽ എഡ്യൂക്കേഷൻ വിഭാഗത്തിലേയ്ക്ക് 
പബ്ലിക് അഡസ്സിംഗ് സിസ്റ്റം വിതരണം ചെയ്യുന്നതിനുള്ള ടെൻഡർ എന്ന് രേഖപ്പെടുത്തി 10 - 10 - 2019 - ന് ഉച്ചയ്ക്ക് 3 മണിവരെ 
സമർപ്പിക്കാവുന്നതാണ്. 10 -10-2019- ന് ഉച്ചയ്ക്കുശേഷം 3.30 മണിക്ക് ദർഘാസുകൾ നിയമാനുസരണം തുറക്കുന്നതായിരിക്കും. യാതൊരു 
കാര ണ വ ശാലും ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാകുന്നു . ദർഘാസ് ഫോറ ങ്ങ ളുടെ വിൽപ്പന 
9 - 10 - 2019 - ന് ഉച്ചയ്ക്കുശേഷം 3 മണിക്ക് അവസാനിക്കുന്നതാണ്. ഫോറങ്ങൾ തപാൽ മാർഗ്ഗം ആവശ്യമുള്ളവർ ദർഘാസ് 
ഫോറത്തിന്റെ വിലയേക്കാൾ ? 50 കൂടുതൽ മണിയോർഡർ ആയി അയക്കേണ്ടതാകുന്നു . ദർഘാസിൽ രേഖപ്പെടുത്തിയിരിക്കുന്ന 
വില നിരക്കുകൾ ദർഘാസ് അംഗീകരിച്ച് നൽകുന്ന തീയതി മുതൽ ഒരു വർഷം വരെയുള്ള കാലയളവിനുള്ളിൽ മാറ്റം വരുത്താൻ 
പാടില്ലാത്തതാകുന്നു . ഒരു ദർഘാസിന്റെ വില ? 1, 100 ആണ്. ടെൻഡർ ഫോറം വാങ്ങുന്നതിനായി ? 132 (SGST- 66 & CGST- 66 ) - ന്റെ 
ഒറിജിനൽ ജി.എസ്. റ്റി. ചെലാൻ ഹാജരാക്കേണ്ടതാണ്. ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില ? 550 . 

അടങ്കൽ തുക ? 3,23, 000. 
നിരതദ്രവ്യം 73,230. - 
പൂരിപ്പിച്ച ദർഘാസ് ഫോറത്തിനോടൊപ്പം രേഖപ്പെടുത്തിയ തുകയുടെ 1 % തുക ( ഏറ്റവും കുറഞ്ഞ തുക ? 1, 500) 
നിരതദ്രവ്യമായി തിരുവനന്തപുരം ആയൂർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ പേരിൽ എടുത്ത ഡിമാന്റ് ഡാം ? 200 - ന്റെ 
കേരള സംസ്ഥാന മുദ്രപ്പത്രത്തിൽ രേഖപ്പെടുത്തിയ ഒരു പ്രിലിമിനറി എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്. ഏതൊരു ടെണ്ടറും 
കാരണം കാണിക്കാതെ നിര സിക്കാനോ മാറ്റി വയ്ക്കാനോ ഉള്ള അധികാരം തിരു വ ന ന്ത പുരം ആയൂർവേദ കോളേജ് 
പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. ഏതെങ്കിലും കാരണത്താൽ 10 - 10 - 2019 - ന് സർക്കാർ അവധി പ്രഖ്യാപിക്കുകയാണെങ്കിൽ 
അടുത്ത പ്രവൃത്തി ദിവസം അതേ സമയം ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ കോളേജ് ഓഫീസിൽനിന്ന് 
അറിയാവുന്നതാണ്. 


| [ No. 12/2019- 20) 


No. S1- 5096/2019 /AVC. 

4th September 2019. 
Sealed competitive tenders are invited for the Supply of " Items for Public Address System ” in the Department of 
Physical Education , Government Ayurveda College , Thiruvananthapuram as per the detailed list attached . 

The envelopes containing tenders should bear the superscription " Supply of Items for Public Address System to the 
Department of Physical Education, Government Ayurveda College, Thiruvananthapuram ” addressed to the Principal, 
Government Ayurveda College , Thiruvananthapuram . The last date of the receipt of tenders will be at 3 p . m . 
on 10 - 10 - 2019 . The late tenders will not be accepted . The tenders will be opened at 3 .30 p . m . on 10 - 10 - 2019 
in the presence of the tenderers or their authorised representatives who may be present at that time. 

Estimated Cost _ 1 3 , 23,000 . 
EMD _ 3 3,230 . 


Intending tenderers may on application to the Principal, Government Ayurveda College , Thiruvananthapuram to 
obtain the requisite tender forms on which tenders should be submitted . Application for the tender forms should be 
accompanied by cash remittance of 1,100 . Original GST Chalan for 132 (SGST-66 & CGST -66 ) should be submitted 
for obtaining tender form ), which is the price fixed for a form and which is not refundable under any circumstances. 
Tender forms are not transferable . Sale of tender forms will be closed at 3 p . m . on 9 - 10 -2019 . Cheque, Postage Stamps etc . 
will not be accepted towards the cost of forms. Those who wish to purchase tender forms by post shall send an 
additional amount of 50 by money order to cover postal charges. Duplicate tender forms, if required will be issued 
at 3 550. 

Intending tenderers should submit an amount of 1 % of the quoted amount as Earnest Money Deposit (Minimum 
* 1,500 ) by Demand Draft in favour of the Principal, Government Ayurveda College , Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth 200 . The rate quoted shall remain firm for acceptance till one year from the date 
of acceptance . The Principal, Ayurveda College , Thiruvananthapuram will have powers to postpone/cancel the tender. 
If Government have declared 10 - 10 - 2019 as a public holiday , the tender will be opened at the same time on next 
working day. Further details can be had from the office during office time. 
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LIST OF ITEMS TO ADD ON TO THE EXISTING PUBLIC ADDRESS SYSTEM FOR THE FINANCIAL YEAR 2019 - 2020 

LIST OF PUBLIC ADDRESS SYSTEM WITH SPECIFICATIONS 


SI. 
No. 


Name of Item 


Specification 


Quantity 
Required 


(1) 


(2) 


(4 ) 


1 


Microphones 


Features -Cardioid pick -up patern ensure excellent on -axis pickup . 
Designed for higher gain & less feedback . Natural & fuller tone. 
Suspended cartridge shock -mount system minimizes handling noise. 
Low - failure magnetic On -Of switch . Rugged body & dent- proof steel 
grill that withstands physical shocks . Ideal microphone 
for vocals , choirs , instruments , speech programs & various 
PA appliacations. Specifications — Transducer Type — Dynamic , 
Frequency Response - 30Hz- 17kHz- Polar Pattern -Cardioid , Sensitivity 
(at 1kHz)-49dB + 3dB , Nominal Impedance -3501 . Connector - 3-pin 
XLR male. Special Features - Advantages of Cardioid Microphone : 
Uniform pickup , More gain , Wider freq . response, Very versatile 
application . Colour: Black /Silver. 


2 


State programme 
Par light 


Features: High luminance effect, Excellent heat dissipation , Energy saving 
Specifications: 54 * 3w IP65 Waterproof led par, Lamp Led : 54 R18 , 
G18 , B18 1W /3W , Control mode: Auto /master- slave /DMX , Channel: 
8CH , LCD display, Beam angle : 25 degree , IP Rating: IP65. 


3 


PA Wireless 
Microphones/4 channel 
UHF wireless microphone 
system 


Professional XR 100 series is a range of high quality 4 channel UHF 
wireless microphone systems, to run all 4 transmitters simultaneously & 
deliver uncompromised high quality sound reproduction that 
professionals demand ! The XR 100 4H is a 4 channel UHF 
Microphone System with 4 handheld wireless microphones. All 4 
Transmitters (microphone ) can be used at the same time with one 
receiver. Individual channel frequency display on receiver & 
transmitter. Individual channel volume control. Individual channel 
XLR out & 1/4 " Jack mix out. Specifictions — 4H , Receiver -4 Channel 
Non - Diversity, Frequency response — 50Hz- 16KHz , Polar Pattern 
(Hand mic)-Cardioid , Output- Individual Channel: XLR , Mix out: 1/4 " 
Jack , Power Req . (Hand mic )-2x1.5V AA , Receiver- 240V AC 50Hz for 
AC Adaptor Supplied with the set. 


4 


PA Wireless 
Microphones/Duet UHF 
wireless microphone 
system 


Duet UHF Wireless microphone system with 80 selectable channels 
consisiting of one high quality handheld & one lapel microphone 
designed for superior vocals & speech rep features-high quality UHF 
band frequency duet Wireless Microphone System , 80 selectable UHF 
channels. Back light display for frequency identification . Individual 
channel output with level control & mix output. Two microphones 
can be used at the same time easy set up of the system with 
infrared . Specifictions - Receiver- Dual Channel Non -Diversity , 
Frequency response — 40Hz- 16KHz , Polar Pattern (Hand & Lapel mic.) 
Cardioid , Output individual channel: XLR , Mix out: 14 " Jack , Power 
Req . (Hand mic )-2x1.5V AA , Receiver-240V AC 50Hz for AC Adaptor 
supplied with the setroduction . 
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(1) 


(2) 


( 3 ) 


(4 ) 


5 


Moving beam LED 
Mini 10W 


Led mini moving head spot light control mode : Dmx512 /Master -slavel 
Auto run / sound , DMX channel: 9/ 11 Chs , Beam Angle: 13 degrees, 
Color wheel : 7 Color + open , Rainbow flow effect, Gobo wheel: 7 
Gobo + open , Gobo - flow effect, Gobo shake. Application : It is 
available for small to medium live concerts, TV studios , road shows, 
mobile DJ, clubs . LED mini moving head spot light. Control mode: 
DMX512 /Master -slave /Auto run /Sound. DMX channel: 9 / 11CHS , 
Beam angle : 13 degrees. 


6 


7. 


48 Channels dimmer console DMX Channels : 48DMX connectors : 3 -and 5 -pin XLR Input voltage: 
DMX512 controller for DJ 9 VDC , 500mA (external power supply : 100 to 240 VAC , 50 /60 Hz) 
light party DJ console Weight: 9 . 9 lb (4 .5kg) Size : 19x10 .5x3 . 5 in (483x267x89mm ) 
Disco Operator Eequipment Approvals: CERackmount: 6U . 
for moving heads 
Moulded Cabinet PA An ideal equipment for small as well as medium gatherings of 
Speaker system 

around 200 people . Applications to include Music and Vocal 
Performances, Conferences and Lectures , Presentations, Stage 
Monitors, Touring PA , Mini- Theatres etc . 3 Microphone Inputs with 
MICI Priority. Inputs for CD & Aux sources , Line Input. Line out to 
link another XPA - 3010DP, or for recording on a computer, record 
player. 2 -Way Speaker System 12 " LF Woofer (Ø2.5 " voice coil) + 
Dynamic Horn (Ø1.75 " voice coil). Built-in MP3 player with USB , 
SD /MMC card reader, bluetooth facility & remote control. For using 
wireless Microphone systems, 12V DC output is available for 
connecting a wireless receiver. Active Speaker Number of Channels: 
3 Output Watts: 250 W for use with : Connects to Existing Wired 
Public Address Speaker Power Requirement : 220 - 240V AC . Power 
out put — 250W RMS at 1 % THD , 200 W RMS at 0 . 5 % THD , 
Input Channels — 3x Mic 2 . 0 mV / 4 .7k12 , 1xAux250mV /470 /k22 , 
Line in : IV / 10k22 , Frequency Resp : 35 - 20 ,000Hz + 3db , Tone controls: 
Bass : + 5db at 100Hz, Treble: + 5dB at 10kHz Ac, Protections: AC : 
Fuse 1x4A ( T 4A L ) DC : 2 X 6A Fuse ( T 6A L ), Digital Player : MP3 
Player with USB , SD /MMC Card Reader and Blutooth , Power 
Supply : 220 - 240V 50 /60Hz , Dimensions: 385x585x305mm , 

Power Consumption : 300VA . 
High quality Stage 

Speaker - 12" Custom Design high output-HF Unit -High Frequency 

Tweeter, Finish -Black Carpet covering corner protectors, feet, scoop 
Monitor 

handle Power Output @ 1 % THD - 120W @ 8ohms- 150W @ 4ohms 

(with PX12 + ), Distortion (amp) 0 .008 % (120W @ 8ohms). 
Amplifier /High Wattage 7 Mic & 2 Aux Inputs. Preamplifier and Line Output for connecting 
PA Mixer Amplifier 

to a Booster Amplifier and for recording the programme. Line Input 
for connecting the output from any external mixer or permitting 
SSA -5000EM to be used as a Booster Power Amplifier. Resettable 
circuit breaker for protection against overload and short circuit. 
Instant transfer to DC power (Car Battery ) if AC power fails . 
Box Speaker /Driver Unit selector switch , Bass boost defeated at 
Driver Unit position for safer operation of driver units . 
Power Output-750W Max ., 500W RMS at 10 % THD , 450W RMS at 
5 % THD , 415W RMS at 2 % THD , Output Regulation — 5 2db , 
no load to full load at 1kHz, Input Channels - 7xMic 0 .8 V / 4 . 7k12 
2xAuk 100m V /470k12 , 1xLine 1V /50k12 , Frequency Response 
50 - 15 ,000Hz = 3db , Signals to Noise Ratio -60dB , Tone Control-Bass : 
+ 10dB at 100Hz, Treble : + 10dB at 10kHz, Outputs -Preamp 200mV/ 
60012 , Line IV / 1K22 . Speaker Outputs — 412 , 82, 70V & 100V, Power 
Supply — AC : 220-240V 50/60Hz DC : 36V (3x12V Car Battery), Power 
Consumption - AC : 1000VA DC : 8A Dimesnions -W510xH172xD385mm . 


8 


9 
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(1 ) 


(2 ) 


( 3) 


10 


Mini console/ 
CUB 6 U Mixer 


Nominal Gain (Mic/Line/ Stereo Line ) 65dB/55dB /OdB , Max Gain (Mic / 
Line/ Stereo Line ) — 83dB /73dB / 18dB , Input Levels Sensitivity -Mic 
(Gain Min /Gain Max )— + 4dBu /-65dBu , Line (Gain Min /Gain Max) — 
+ 14dBu /-55dBu ,Input impedence — Mic Input — Typically 5K12 balanced , 
Line input-20K22 (Balanced )/ 10K22 (Unbalanced ), Stereo Line -20K12 
(Balanced )/ 10K12 (Unbalanced ), Main Output level (Nominal/Max ) 
OdBu (0 .775V RMS)/ + 17dBu (5.5V RMS), Main Output Impedance 
< 5022 , Frequency Response — 25Hz to 19KHz ( + 0 /- 1 dB ), Total 
Harmonic Distortion — Better than 0 .8 % , Signal to Noise Ratio — 76 dB , 
Clip indication -4 dB prior to true clip , Equalisation ( Treble / Bass ) — 
+ 16dB @ 10KHz / 100 Hz , EFX & USB - EFX (Delay ) + USB , 
Power supply — 150V ~ 250V AC /50Hz, Dimensions (WxDxH in mm ) — 
275x208x77 Output Levels : Max + 26dB (Bal ), + 20dB .• (unBal) EQ : Hi 
12kHz, Mid 2. 5kHz, Lo 45Hz, Lo cut 80Hz USB / SD : MP3 Audio 
playback Record : To USB drive or SD card ( 128kbps mono ) 
DSP Effects : 16 DSP effects Power Requirements : 100V 
240V ~ Dimension WxHxD : 227x70x359 (mm ). 


11 


4 


T Bar Tripod 
Light Stand 


T Bar Tripod Stand with Removable Red Safety Trim , Collapsible 
Design - Sturdy tripod feet branch out from the base for a solid stance . 
When using stands, conveniently fold and collapse the feet into a 
compact unit ready for transport or storage. T -Bar Arms-Heavy -duty , 
four foot top T- Bar arms for mounting a wide array of lighting effects. 
Specification — 10 ft. 6 ". Max . height 13 ft., Width 4 fit., Top T -Bar 
arms, Heavy -Duty Cross Brace Trussing , Removable Red Safety Trim 
on Feet. 


12 


Par 64 Can 


2 


und or as a 
Par 64 Can are used to give light effect in the background or as a 
focus light. Features : Packing size : 225x225x465mm , N /W : 1.6 Kg. 
G /W : 2.2 Kg., Size : 705x480x490mm (6pcs/CTN ), N /W : 9.5Kg., G /W : 13 
Kg./Par : 64, Lamp socket: GX16D , Max . capacity : 1000W , Power 
Supply : 230V, Connector: Schuko , Cable: 65cm , Filterframe: Included , 
Dimensions: 380x230x335mm (LxWxH ), Weight: 1.5Kg. 


13 


2 


XLR Male to 3 .5mm Male 
Cable- Professional Low 
Noise Microphone 
Cable (5 Meters ) 


3 .5mm Stereo (Male) to XLR (Male ) Cable || Cable Length : Various 
Length 5 Mtrs/ 10Mtr. Unique cable design enables you to bend the 
cable up to 360 % degree which makes it more flexible for wiring and 
more flexible for wiring and more portable for outside use . Professional 
Series XLR Plugs , the sensible choice for carrying stereo audio for 
professional audio equipments with stereo and XLR connectors . 
3 .5mm Male to XLR Female Cable is for certain Stereo Microphones 
that use a single XLR as output for both Left and Right signals. 
Note : If it is a mixer, it is monaural because the mixer itself is a mono 
mixer that does not support dual channels. Connect all kinds of 
phone, use of high -quality wire rod quality . 


14 


6 .3mm male to male jack 


6 .3mm male to male jack of 10 meters in length . 


15 


15 Meters -6.3mm Jack -SPK 
Plug Speaker Lead 


Cable diameter : 5 . 8mm Conductors : 2x30 strand , 0 . 17mm 
Connectors : 6 .3mm mono jack and SPK Plug Length of cable 6 meters. 


Govt. Ayurveda College , 
Thiruvananthapuram . 


(Sd.) 
Principal. 
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Animal Husbandry Department 


E - TENDER NOTICE 


[No. 1/2019 - 20 ] 


No . MVSH / 109 /2019 . 

5th September 2019. 
Competitive e-tenders are invited from manufactures and authorized suppliers under “ Two Cover System ” 
for purchase of X Ray Machine ( Digital Flat Panel Radiography Unit ) for the use of Multi Speciality 
Veterinary Hospital, Kudappanakkunnu . 
First Cover (Cover A - Technical) will have following enclosures : 
1. Detailed Speification of the items without rate and list of institutions where it has been supplied and 

installed needs to be furnished . Participating vendor must have at least 10 full room digital radiography 
systems runnig at Government sites in india , quoting vendor need to provide list and satisfactory performance 
certificate from at least three of these sites available with them . 


2. 


Specification compliance should be provided . 


3. 


The item should be quoted by Original Equipment Manufacturers (OEM s) of Flat Panel Detector or their 
authorized subsidiaries . If not the manufacturer authorization letter from the OEM should be produced . 
Attested copy of Sales Tax Clearance obtained from Sales Tax Authorities. 


Turnover Certificate from Chartered Accountant. 


6 . 


7. 


Brochures highlighting details of the equipment called for in the tender and subsequently quoted by the 
tenderers must be submitted along with the tender. This should also include brand name of the item quoted . 
Copy of ISO or equivalent certificate if any. 
Original tender form duly signed by authorized signatory. 
Preliminary agreement in Kerala Stamp paper worth 200 


9. 


An affidavit in stamp paper worth 200 notarized by a notary public of either the place where the person 
making the affidavit is residing or of Thiruvananthapuram . 


11. 


A covering letter with Name, Address, Pincode , Telephone /Fax No., e-mail address and other details of the firm 
with the list of enclosures to be specified and addressed to the Deputy Director, Multi Speciality Veterinary 
Hospital, Kudappanakkunnu , Thiruvananthapuram . The contact details and phone numbers of the service 
engineers of the firm should essentially be provided . 


A declaration of the authorized sales and service agents /manufacturer making the supply of the materials to 
the effect that the supply of the materials will be done within 30 days from the date of receipt of the supply 
order. If any grace period to effect the supply , installation , successful demonstration and training is required 
by the bidder, it should be mentioned well beforehand with the quote . 


13. Declaration of onsite warranty for 2 years, ensuring the availability of expert service and maintenance , 

uninterrupted availability of spare parts and repair for next ten years must be assured . 
14 . All the information in the tender document must be supported by product data sheets (original copy ). All 

information asked must be provided under heading given in specification . Incomplete and haphazard information 

will not be accepted . 
Second Cover (Cover B - Financial) will have the following enclosures : 


1. 


Rate should be quoted as basic price , rate of tax and total amount per unit in BOQ . 


2 . 


AMC for the next five years after successful completion of warranty period should be provided as a separate 
annexure . 
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3. List of consumables and essential spares for smooth operation of the equipment beyond the warranty period 

should be provided as a separate document along with its current market price . This will only be a reference 
document and the prices quoted in this document will not be a part of the tender. The optional accessories 
should be quoted in separate sheet in the financial bid . The price quoted for these accessories may not form 

a part of the main tender and these will be procured subject to availability of funds . 

Cover A and B will be opened as per the schedule given below . Cover B of those tenderers who satisfy the above 
conditions in Cover A will only be opened . Intending tenderers may sent the exact amount towards the cost of tender 
form online . Late tenders will not be considered under any circumstances. The tenderers whose cover “ B ” is opened 
should produce on demand , the original documents specified in Cover “ A ” for verification. 

Due date and time of submission of tenders (Cover A and B ) — 9- 10 -2019, 10 a. m . 
Date of Pre -bid meeting — 19 - 9 - 2019 . 
Date and time of opening of Cover A — 11 -10 -2019, 11 a. m . 
Date and time of publishing list of tenders eligible for opening their Cover B Will be informed later. 
Date and time of opening of Cover B – Will be informed later. 
Date upto which the rates are to be firm for acceptance — 31-3 -2020 . 
Price of tender form (Original): — 9 ,000 + GST @ 18 % . 


Designation and address of the Officer to whom the tenders are to be submitted — Deputy Director, Multi 
Speciality Veterinary Hospital, Kudappanakkunu , Thiruvananthapuram . 


Specification of the Items 


X -RAY UNIT - 1 No. 


High powered fully digital radiography system with Single digital flat panel capable of direct exposure in vertical, 
horizontal and oblique positions to perform all skeletal body and chest radiography in animals. The Unit should be 
completely integrated system (integrated X -ray generator and image acquisition control console ). The unit supplied 
should have following specifications as standard . 

A . X -ray Generator 
• Minimum 500 mA unit with microprocessor controlled high frequency X - ray generator with power 

output of 40 KW or more . 
The exposure range should be 40 KV - 125KV. 

The minimum exposure time should be 1 ms or less . 
• There should be option for solid state Automatic Exposure Control (AEC ) in both table and stand . 

• Anatomical Programmed Radiography ( APR ) should be possible . 
B . X -Ray tube 

Should have Dual focus tube with Small focal spot of 0 .6 mm2 or less and large focal spot of 1. 5 mm2 
or less . 

Tube loading should be 20 KW ( + 5 KW ) for small and 45 KW ( 5 KW ) for large focus. 
• Anode heat storage capacity should be at least 200 KHU or more . 
• Tube rotation angle should be +/- 125° or more . 

• Should have inherent filtration to avoid unwanted radiation . 
C . Horizontal Bucky Table 

• Table top of carbon fiber with four way movement. 
• Compact bucky table with Digital flat panel detector. 
• Foot switches for adjusting longitudinal/side to side movements. 

Electromagnetic (EM ) locking should be available . 
• Removable grid for Source to Image -receptor Distance (SID ) of 100cms for horizontal table applications. 
• Offered grid type should be focused Grid usable for an area thickness greater than 10 cm . 
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D . Vertical Bucky (Wall Stand ) 

• Motorized , counter balanced adjustable height vertical Bucky with digital flat panel detector. 
• Removable grid for SID of 100cms or more for vertical bucky applications. 

• Offered grid type should be focused Grid usable for an area thickness greater than 10 cm . 
E Detector System 
• One Digital Flat Panel Detector ( FPD ) system for interchangeable usage alternatively in Bucky table 

as well as wall stand applications . 
• The panel should confirm to IPX6 rating i.e the product must endure a minimum of three minutes of 

powerful jets spraying at least 100 liters of water per minute all over the outer casing of the product 
without the water ever penetrating . Certificate to this effect has to be produced along with the tender 

documents. 
• The panel should be capable of handling portable X -Rays and should have in -built memory to store 

at least 80 - 100 images. 
The brand, make and model of detector system offered by the OEM should be clearly specified . 
Minimum size of detector should be 32cms X 39cms or more. 
Image matrix size 2k X 2k pixels or more . 
Pixels size should be 150mm or less . 
Image resolution should be 3 lps/mm or more. 
Offered detector should have maximum Detective Quantum Efficiency (DQE ) of 50 % or more at zero 

cycles . Supporting document need to be provided . 
F. Operating (acquisition ) Station 

Should have a high resolution TFT/LCD monitor of minimum 17 " size or more (fully flat) diagnostic 
display with minimum 1024x1024 or more display matrix . 
Image acquisition matrix should be minimum of 2k X 2K . 
System should have auto protocol select. 
The Console or Acquisition Workstation PC to be supplied should be of latest generation with at least| 

8GB RAM , Intel core i5 Processor . 
• The details of image processing software and operating system offered should be clearly mentioned. 

The supplier should ensure online registration of MSVP, support and updates for the proprietary software 

for a period not less than three years from the date of installation of the X - Ray unit. 
G Image Viewing, Post - Processing and Reporting Station and Documentation 
• Should have independent monitor of high resolution TFT /LCD monitor of 17 " or more diagnostic display . 

Post- acquisition image processing, viewing , reprocessing, hard copy documentation and onward 
transmission should be possible . 
Image processing functions like rotate , mirroring , zoom , move and windowing filter should be possible . 

There should be facility for measurements. 
• Dry Laser Camera of 500 DPI or more to be supplied as standard . 

Should be connected to a Dry Laser Camera of 500 DPI or more for documentation . The camera should 
accept all size films up to 14 "x17" size (three film size trays should be active). 

Multiformat printing should be possible with user selectable options. 
• The Reporting Workstation PC to be supplied should be of latest generation with at least 8GB RAM , 

intel core i5 Processor. 
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H . Image Storage and Transmission 
• Hard disc storage capacity should be of 4000 or more images. 

The systems should support storage of images on compact discs and DVDs. 
The system should be DICOM ready (like send , receive, print, record on CD /DVD , acknowledge etc .) for 
connectivity to any network , computer /PC etc. in DICOM format. 
Easy integration and networking should be possible with any other existing / future networking including 
other modalities, HIS and RIS and PACS. Vendor will connect it to existing/future network without extra 

cost. 
I. X -Ray Room 
• The installation of the Digital X - ray unit should be done on a turn -key basis which includes lead paneling of 

the room that will station the equipment and licensing of the installation from AERB. 
The tenderer must visit the MSVH prior to participating in the tender and should check the conformity of the 
room where the equipment will be stationed . 
The area stationing the equipment must have a threefold lead barrier Mounting should be done in heavy type 

casters . 
• The room should have a view panel made of at least 1.5 mm thick X - ray protective glass or equivalent. 

The centre part of the lead barrier should be at least 3 feet wide and 6 feet high . The sides should have a 

width of at least 1.5 feet and a height of 6 feet. 
• The tenderer must provide four units of Lead aprons that should be light weight and AERB approved . 

Certificate to this effect must accompany the tender documents. 
• Thyroid guards , four in numbers should be supplied with the lead aprons. 


J. Accessories 

• Suitable UPS for the Workstation with a backup for at least 30 minutes. 
K . Warranty / After Sale Service 
• Two year comprehensive onsite warranty of entire system ( Spares and labour) including X - ray tube and all 

accessories . 
• 95 % uptime guarantee should be given . In case down time exceeds 5 % , penalty in the form of extended 

warrantee , double the number of days for which the equipment goes out of service , will be applied . 
In case of merger and acquisition of any participating vendor/manufacturer, the onus of providing the services 
will be on the manufacturing firm and undertaking regarding the same to be submitted by all quoting vendors. 
Post Warranty tendering firm need to undertake comprehensive maintenance contract for next 8 years and the 

prices for the same need to be quoted separately as optional. 
• Prices of all optionally quoted items need to be quoted separately. 


L . Installation and Turnkey 
• All site approval, layout approval and registration of equipment from AERB shall be the responsibility of 

the supplier. 
• Following commissioning permission to operate will also be the responsibility of the supplier. Institute shall 

on its part, provide all necessary documentary support . 
On -site Training to the X - Ray technician of MSVP must be provided by the supplier. The payment shall be 
released only after the X -Ray technician successfully submits 20 X -Ray documents handled by him / her 

successfully . 
M . Essential Certification 


• Radiation safety certificate - offered model must have a valid AERB type approved at the time of submission 

of tender as well as at the time of completion of installation and handling over of the unit. 
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• Quality Certificate - CE ( European ) or US FDA approval for the system should be in force and documents in 

support of this should be provided . 
N . Optional Accessories : 

• Automatic Solid State Exposure Control for Horizontal Bucky Table. 
• Automatic Solid State Exposure Control for Vertical Bucky. 

Detector Center tracking for table applications. 
The optional accessories should be quoted in a separate sheet as Annexure - 1 in the financial bid . The price 
quoted for these accessories may not form a part of the main tender and these will be procured subject to 
availability of funds. 


Special Conditions 


1. 


The rates quoted should be inclusive of all taxes and should be in Indian currency . 


nu 
, 


2. Firms blacklisted in Kerala State or other States cannot participate in the tender. 
3. The Security Deposit should be furnished as Account Payee Demand Draft/ Bank Guarantee from a 

Nationalised Bank or Treasury Deposit and will be released only after satisfactory completion of warranty 

period . 
4. The rates should be for delivery F. O . R at Multi Speciality Veterinary Hospital , Kudappanakkunnu , 

Thiruvananthapuram . 
5. Ex -go down rates and F. O . R station of Despatch rates offered by the firms are not acceptable and such 

tenders will be summarily rejected . 
6 . Successful tenderers should supply the items at the approved rates and conditions to Multi Speciality 

Veterinary Hospital , Kudappanakkunnu , Thiruvananthapuram . 
7 . The successful tenderers should complete all supplies with in the stipulated time stated in the supply orders . 

The non -availability of materials, price hike of materials , transportation problems etc . will not be accepted as 

reasons for non - supply or late supply. 
9. The rates should be quoted in Indian Currency, and payment will be made in Indian Currency only. 
10. The Deputy Director, Multi Speciality Veterinary Hospital, Kudappanakkunnu , reserves all rights to cancel the 

tender without assigning any reason thereof. 
11. The only jurisdiction for any dispute regarding this purchase will be at Thiruvananthapuram . 
12. If any of the date scheduled for opening of tender is declared as holiday ( local or general), the opening will 

be on the next working day at the same time. 
13. Name and place to which the items are to be supplied is : 
14. Office of the Deputy Director, Multi Speciality Veterinary Hospital, Kudappanakkunnu . 
15. The supplies should be effected only by the original tenderer and the invoice should also be furnished only 

by them . 
16 . The Deputy Director, Multi Speciality Veterinary Hospital, Kudappanakkunnu, Thiruvananthapuram reserves the 

right to delete , waive any of the above Special Conditions or cancel the whole tender at any stage of tender . 


Multi Speciality Veterinary Hospital, 
Kudappanakkunnu . 


(Sd.) 
Deputy Director. 
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Collegiate Education Department 

ദർഘാസ് പരസ്യം 


Earnest Money Deposit — * 1,500 . 
Cost of tender form : 

Original - 7 630. 
Duplicate _ 3 320. 


- 1 % of Earnest Money Deposit in DD at S . B . I. 
- (Parassala Branch ) drawn in favour of the Principal, Govt. 

Arts & Science College, Kulathoor, Neyyattinkara . All the 
rules of the store purchase manual is applicable. The 
tender forms are not transferable . Sale of tender forms will 
be closed at 1 p . m . on 10 - 10 - 2019 . Tender should 
execute an agreement in Kerala Stamp Paper worth * 200 . 


Government Arts & 
Science College, 
Kulathoor, Neyyattinkara. 


( Sd .) 
Principal. 


Irrigation Department 


നമ്പർ എ1-627 / 2019/ ജി. സി. കെ .എൻ. 2019 സെപ്റ്റംബർ 4. 

കുളത്തൂർ ഗവൺമെന്റ് കോളേജിൽ 2019- 20 വർഷം 
ബയോ കെ ജി സ് ടി ഡിപ്പാർട്ടു മെന്റിൽ Lab Equipments 
വാങ്ങു ന്ന തി നായി മുദ്രവെച്ച് ദർഘാ സു കൾ ക്ഷണിച്ചു 

കൊ ള്ളു ന്നു . ദർഘാ സു കൾ സ്വീകരിക്കുന്ന അവസാന 
തീയതി 10 - 10 - 2 019 ഉച്ച യ് ക്കു ശേ ഷം 2 മണിവരെ 
ആയിരിക്കും. അന്നേ ദിവസം പകൽ 3 മണിക്ക് ഹാജരുള്ള 
കരാ റു കാ രു ടേ യോ അ വ രുടെ പതി നി ധി ക ളു ടേയോ 
സാന്നിദ്ധ്യത്തിൽ ദർഘാസുകൾ തുറക്കുന്നതാണ്. മേൽപ്പറഞ്ഞ 
തീയതി ഏതെങ്കിലും കാര ണ വ ശാൽ അവധി 
ആകുകയാണെങ്കിൽ തൊട്ടടുത്ത പ്രവൃത്തി ദിവസം പ്രസ്തുത 
സമയങ്ങളിൽ ടെണ്ടർ നടപടികൾ ചെയ്യുന്നതായിരിക്കും. 

അടങ്കൽ തുക - 1,50,000. 
നിരതദ്രവ്യം- 1 1,500 . 
ദർഘാസ് പ്രമാണത്തിന്റെ വില ( നികുതി ഉൾപ്പെടെ) 

ഒറിജിനൽ - 1 630 . 
- ഡ്യൂപ്ലിക്കേറ്റ് ? 320. 
ദർഘാസ് പ്രമാണങ്ങളും സാധനങ്ങളുടെ വിവരങ്ങളും 
കോളേജ് ഓഫീസിൽ നിന്നും 10 - 10 - 2019 ഉച്ചയ്ക്ക് 1 മണി 
വരെ ലഭി ക്കു ന്ന താ ണ് . ദർഘാസ് പമാ ണ ങ്ങ ൾ 
തപാലിൽ വേണ്ടവർ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ആർട്സ് 
ആന്റ് സയൻസ് കോളേജ്, കുളത്തൂർ, നെയ്യാറ്റിൻകര എന്ന 
വിലാ സ ത്തിൽ തപാൽ കൂലി യാ യി ൽ 40 കൂടി 
അയക്കേണ്ടതാണ്. ? 200 - ന്റെ മുദ്രപത്രത്തിൽ ഒരു പ്രാഥമിക 
കരാർ ദർഘാസിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. ദർഘാസിന്റെ 
നിരതദ്രവ്യമായ തുക എസ്. ബി. ഐ ., പാറശ്ശാല ബാഞ്ചിൽ 
നിന്ന് മാറാവുന്ന രീതി യിലു ള്ള ഡി . ഡി . ആയി 
സമർപ്പിക്കേണ്ടതാ ണ് . നിരതദവ്യം ഉൾക്കൊള്ളിക്കാത്ത 
ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. മേൽ പറഞ്ഞിരിക്കുന്ന 
വ്യ വ സ്ഥ ക ൾ പാലി ക്ക പ്പെ ടാത്ത ദ ർ ഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല . കേരള സ്റ്റോർ പർച്ചേസ് നിയമങ്ങൾ ഇതിന് 
ബാധകമാണ്. പ്രത്യേക കാരണമോ മുന്നറിയിപ്പുകളോ 
കൂടാതെ ഈ ദർഘാസ് റദ്ദാക്കു ന്ന തിനുള്ള അധികാരം 
ഇതിൽ ഒപ്പ് വച്ചിട്ടുള്ള ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 


E - TENDER NOTICES 


- (1 ) 


| [ No. CE ( MECH )/ T/13/ 2019- 20] 
No. CMU /P175/ 2019 . - 18th September 2019 . 

The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers for the “ Supply of 30HP Motor 
Pump set for Ayakkadu LI Scheme. 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e- tenders through http ://etenders.kerala . gov. in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal . 

EMD ( Online payment) ? 4,200 . 

Cost of tender documents — 840 + 5 % + 5 % as GST 
- (Total 3 950 ). 


No. A1 - 627/2019 / GCKN. 

4th September 2019 . 
Sealed tenders are invited for the Supply of Lab 
Equipments for Biochemistry Department in Government 
Arts & Science College, Kulathoor, Neyyattinkara under 
Plan Fund in Head of Account 2202 -03 - 103 -52 for the 
year 2019 -20. 


The envelopes containing tenders should be 
superscribed “ For supply of Lab Equipments in 
Government Arts & Science College , Kulathoor, 
Neyyattinkara under the Plan Fund 2019 - 20 , & 
addressed to the Principal , Government Arts and Science 
College , Kulathoor, Neyyattinkara . Last date for receipt 
tenders will be 2 p .m . on 10 - 10 - 2019 . Late tenders will 
not be accepted . The tenders will be opened at 3 p .m . 
on 10 - 10 - 2019 in the presence of the tenderers or their 
authorised representatives who may be present at that 
time. Estimated Cost is * 1,50 ,000 (Rupees One Lakh Fifty 
Thousand only ). ( The price quoted should be inclusive 
of all taxes , duties , cesses etc .) 


| Document sale starting date and time - 19 - 9 - 2019 at 
| 10 a . m . 

Date and time of commencement of online bid 
submission - 19 -9 - 2019 at 11 a. m . 


Date and time of closing of online bid submission 
19 -10 -2019 at 5 p . m . 


Date and time of opening of bid - 21 - 10 - 2019 
at 2 . 30 p . m . 
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Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

1. BOQ duly filled up and signed . 
2. Technical data sheet duly filled up and signed . 
(a ) If any more information to be furnished , 

separate data sheet shall be attached for 
additional information . 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, Traffic congestions etc . In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender . 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents. 


(2 ) 


(b ) Scanned copy of family curve, performance 

curve etc. should be attached . 
3. E -payment form duly filled and signed . 
4 . Proof of original manufacturers / authorized dealers 

attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200. 
6 . EMD exemption certificate (if any ) should be 

submitted online . 
7 . Other details if any required to be furnished in the 

special condition . 
8 . Form No . 14 duly filled and signed . 
9. Tender notice and Special condition of tender duly 

signed . 
Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD, 
Mechanical , O / o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above . The envelope should be 
superscribed with tender No., due date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O / o the Chief Engineer, Mechanical, 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place. 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


[No . CE (MECH )/ T / 14 /2019 -20 ] 
No . CMU /P /2794 / 2018. 

19th September 2019 . 
The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers or for the “ Supply of 100HP 
Motor Pumpset for Pallikkakkadavu LI Scheme at Kanjoor 
Panchayat” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http ://etenders.kerala .gov.in . Since this 
is an e -tender , only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. E -tender 
document and other details can be obtained from the 
above portal. 

EMD (Online payment) — 14,500 . 

Cost of tender documents — 2 ,500 + 5 % + 5 % as 
GST ( Total * 2,800 ). 

Document sale starting date and time— 20 -9 - 2019 at 
10 a . m . 


Date and time of commencement of online bid 
submission — 20 -9 -2019 at 11 a. m . 


Date and time of closing of online bid submission 
19 - 10 -2019 at 5 p. m . 

Date and time of opening of bid — 21- 10 - 2019 
at 3.30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala .gov .in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid , the following 
documents should be submitted online. 


Gaz . No. 40 / 2019 /DTP (Stores Purchase ). 
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RE- E - TENDER NOTICES 


( 1) 


1. BOQ duly filled up and signed . 
2 . Technical data sheet duly filled up and signed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3. E -payment form duly filled and signed . 
4. Proof of original manufacturers/ authorized dealers 

attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6 . EMD exemption certificate ( if any ) should be 

submitted online. 
7. Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 
9. Tender notice and Special condition of tender duly 

signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O / o the Chief Engineer, Mechanical, 

Thiruvananthapuram should reach in this office on or 
before the time specified above. The envelope should be 
superscribed with tender No., due date and Name of 
work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place . 

The right to accept or reject of e - tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender . 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


[No. CE (MECH )/T/ 15 / 2019-20 ] 
No. CMU /P /1330 /2018 . 

26th September 2019 . 
The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers or for the “ Supply of 50HP 
Motor Pumpset for recharging of Amachal Kulam ( Paithala 
Ela ) and pumping from Amachal Kulam in Kattakkada 
Constituency ” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http://etenders .kerala. gov. in . Since this 
is an e -tender , only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. E -tender 
document and other details can be obtained from the 
above portal. 

EMD (Online payment) — 7 ,100 

Cost of tender documents — 1 ,420 + 5 % + 5 % 
( Total * 1,600 ) 

Document sale starting date and time — 27 - 9- 2019 
at 10 a . m . 

Date and time of commencement of online bid 
submission — 27 -9 - 2019 at 11 a. m . 

Date and time of closing of online bid submission 
15 - 10 -2019 at 5 p. m . 

Date and time of opening of bid — 17 - 10 - 2019 
at 2 .30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http ://etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online . 

1. BOQ duly filled up and signed . 
2. Technical data sheet duly filled up and singed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3. E -payment form duly filled and signed . 

Proof of original manufacturers /authorized 
dealers attested copy of same. 


Office of the Chief Engineer, 
Mechanical, 
Thiruvananthapuram . 


(Sd .) 
Superintending Engineer 

and Deputy Chief 
Engineer, Mechanical. 
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[No. CE (MECH )/ T / 16 / 2019 - 20 ) 


No.CMU /P /1293/2017 . 


26th September 2019. 


5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth * 200 . 
EMD exemption certificate (if any) should be 

submitted online. 
7 . Other details if any required to be furnished in the 

special condition . 
8. Form No. 14 duly filled and signed . 
9. Tender notice and Special condition of tender duly 

signed . 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender from the original manufacturer 
or their authorized dealers or for the “ Supply of 30HP 
Motor pump set, Fully automatic star delta starter and 
3HP vacuum pump set with DOL starter for Nedumbal LI 
scheme in Parappookkara Grama Panchayath in Thrissur 
district” . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD, 
Mechanical, O /o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this office on or 
before the time specified above . The envelope should be 
superscribed with tender No., due date and Name of 
work . 


In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e - tenders through http ://etenders.kerala .gov.in . Since this 
is an e- tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. E -tender 
document and other details can be obtained from the 
above portal. 


EMD (Online payment) 


6 ,600 


1,260 + 5 % 


+ 5 % as 


Cost of tender documents — 
GST ( Total 1,400 ). 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place . 


m 


. 


Document sale starting date and time — 27 -9 - 2019 at 
10 a . m . 


The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


Date and time of commencement of online bid 
submission — 27 -9-2019 at 11 a . m . 

Date and time of closing of online bid submission 
16 -10 -2019 at 5 p. m . 


Date and time of opening of bid — 18 - 10 - 2019 
at 2. 30 p. m . 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e- tenders by the Government of 
Kerala shall be applicable to this tender. 


Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http ://etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid , the following 
documents should be submitted by online . 


1. BOQ duly filled up and signed . 


The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


2. 


Technical data sheet duly filled up and singed . 
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( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve, performance 

curve, foundation details etc . should be 

attached . 
3. E -payment form duly filled and signed . 
4 . Proof of original manufacturers/ authorized dealers 

attested copy of same. 
5. Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6 . EMD exemption certificate ( if any) should be 

submitted online . 
7. Other details if any required to be furnished in the 

special condition . 
8. Form No . 14 duly filled and signed . 
9. Tender notice and Special condition of tender duly 

signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O / o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this office on or 
before the time specified above . The envelope should be 
superscribed with tender No., due date and Name of 
work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , Mechanical, 
Olo the Chief Engineer, Mechanical , Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to Net failure the tender will be opened in the next 
working day at same time and place . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder . All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


[No . CE (MECH )/T /17 /2019-20 ] 
No. CMU /P /997/2019 . 

27th September 2019. 
The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers or for the “ Supply of 75HP lift 
pump set, Oil immersed auto trasformer starter and 10HP 
vacuum pump set with DOL starter for Madakkalthodu LI 
scheme in Meenachil Meenathara River ” . 

In accordance with respective specification for 
supply of pump set as shown above of this tender 
document, the tender is to be submitted as 
e- tenders through http ://etenders.kerala . gov.in . Since this 
is an e -tender , only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. E -tender 
document and other details can be obtained from the 
above portal. 

EMD (Online payment) — 10,000 . 

Cost of tender documents — 2 , 000 + 5 % + 5 % as 
GST (Total 2,200). 

Document sale starting date and time — 28 -9 -2019 
at 10 a . m . 

Date and time of commencement of online bid 
submission - 28 - 9 - 2019 at 11 a . m . 

Date and time of closing of online bid submission 
16 - 10 - 2019 at 5 p . m . 

Date and time of opening of bid — 18 - 10 - 2019 
at 3 . 30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e -procurement system only. Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala . gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

1. BOQ duly filled up and signed . 
2. Technical data sheet duly filled up and signed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve, performance 

curve etc. should be attached . 

E -payment form duly filled and signed . 
4. Proof of original manufacturers /authorized 

dealers attested copy of same. 
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Medical Education Department 


പുനർ ദർഘാസ് പരസ്യം 


നമ്പർ സി2 / 14512/ 2019 / സ . മെ . കോ . തി. 


2019 സെപ്റ്റംബർ 3. 


5. Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6. EMD exemption certificate (if any) should be 

submitted online. 
7. Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 
9. Tender notice and Special condition of tender duly 

signed. 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O /o the Chief Engineer, Menachical, 
Thiruvananthapuram should reach in this office on or 
before the time specified above . The envelope should be 
superscribed with tender No., due date and Name of 
work . 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , Mechanical, 
O / o the Chief Engineer, Mechanical , Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to Net failure the tender will be opened in the next 
working day at same time and place . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD, 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder . All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e - tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് മെഡിക്കൽ 
കോളേജ് ആശുപ്രതി എം . സി . എച്ച്. ഫാർമസി മെയിൻ 
സ്റ്റോർ വിഭാഗത്തിലേക്ക് ECG Paper (Roll ) 6108 T (BPL ) 
10, 000 എണ്ണം വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്നതിലേക്ക് 
നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന ക വ റിനു മുക ളിൽ 
ദർഘാസ് നമ്പർ എഴു തേ ണ്ടതും വ്യക്ത മാ യി പൂരിപ്പിച്ച് 
വെട്ടി ത്തി രു ത്ത ലു കൾ ഇല്ലാതെ പിൻ സി പ്പാൾ, 
മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം എന്ന വിലാസത്തിൽ 
അയക്കേണ്ടതുമാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ച വ രു ടെയോ അ വർ ചുമ ത ലപ്പെടുത്തിയിട്ടുള്ള 
- പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
വൈകി കിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

- ദർഘാസ് സമർപ്പിക്കുവാൻ താൽപര്യമുള്ളവർ മെഡിക്കൽ 
- കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡിമാന്റ് 
ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വില യായി 
സ്വീകരിക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറം വി. പി . പി . ആയി 
അയയ്ക്കുന്നതല്ല. 

ദർഘാസ് നമ്പർ 06 /2019. 
അടങ്കൽ തുക ? 4,99,999. 
നിരതദ്രവ്യം- Y 5, 000 . 
ദർഘാസ് ഫോറത്തിന്റെ വില നികുതി സഹിതം: 

ഒറിജിനൽ ? 1 , 680 

ഡ്യൂപ്ലിക്കേറ്റ് ? 840 
ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവും 10 - 10 - 2019, 3 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 11 - 10 - 2019 , 2. 30 മണി. 

ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 11-10- 2019 , 
3 മണി. 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 
31- 3 - 2020 . 


Office of the Chief Engineer, 

Mechanical , PWD , 
Thiruvananthapuram . 


( Sd.) 
Superintending Engineer 
and Deputy Chief Engineer, 

Mechanical PWD . 


കൂടു തൽ വിവ ര ങ്ങ ൾ പ്രവൃത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ദർഘാസ് 
നട പടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവയ്ക്കു ന്ന തി നോ 
നിർത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


Gaz . No. 40/2019 /DTP (Stores Purchase). 
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Tender Schedule 


15 . 


Specifications of the items are given in the list. 
Negotiation will be made only with the firm 
offering lowest price whose specification 
confirms to the requirements in the tender 
notification . 


1. The period for which the rates to be in firm — 

One year. 
2 . The rates should be inclusive of sales tax 

and for free delivery at the department 

concerned , otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered . 


Tender will be opened in the presence of such 
of the tenderers or his authorized 
representatives who may present at the time. 
They should have valid authorization letters . 
More details can be had from this office on 
working hours. 
Amount quoted should be in Indian Rupees . 


4 . 


Tender forms are neither transferable nor the 
cost of it will be refundable under any 
circumstances. 


19. 


ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം. 


( ഒപ്പ്) 
പ്രിൻസിപ്പാൾ. 


Tenders are to be sent with details and 
illustrated pamphlet (wherever necessary ) 
neatly typed . Manuscripts should be avoided 
as far as possible . 


ദർഘാസ് പരസ്യം 


6 . 


[നമ്പർ 03 / 2019] 


7. 


8 . 


Firണം 


. 


Tenders should be accompanied with a formal 
| agreement executed in 7 200 Kerala non 

judicial-Stamp Paper together with required 
sum of Earnest Money Deposits. 
Earnest Money Deposits (One Percentage) of 
the total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal,Medical 
College , Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along 
with their tenders . 
Tenders unsealed , unsigned or submitted 
without superscription as specified are liable 
to be rejected . 
Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained . 
Belated tenders will not be considered under 
any circumstance . 
For Medicines, Surgicals and Materials , 
Samples should be submitted along with the 
tender. Tenders without samples will not be 
considered for selection . 


10. 


നമ്പർ സി3 /10369 /2019 / ജി . റ്റി. ഡി. എം . സി . എ . 

| 2019 ആഗസ്റ്റ് 26 . 
-- ആല പ്പുഴ ഗവൺമെന്റ് റ്റി . ഡി . മെഡിക്കൽ 
കോളേജിലെ പീഡി യാ ടിക് വിഭാ ഗ ത്തി ലേക്ക് 
- എൽ. ഇ . ഡി . ഫോട്ടോതെറാപ്പി യൂണിറ്റ്- 4 എണ്ണം 
വിത രണം ചെയ്യു ന്ന തി നായി മുദ്രവെച്ച ദർഘാ സു കൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

ദർഘാസ്ഉള്ളടക്കം ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് 
- നമ്പർ, ഇന വി വരം, നിശ്ചിത ദിവസം എന്നിവ 
രേഖ പ്പെടുത്തി പൻ സി പ്പാൾ, ഗവൺമെന്റ് റ്റി . ഡി . 
മെഡിക്കൽ കോളേജ്, വണ്ടാനം, ആലപ്പുഴ- 688 005 എന്ന 
വിലാസത്തിൽ അയയ്ക്കേണ്ടതാകുന്നു . 

- ദർഘാസ് സ്വീക രി ക്കു ന്ന അ വ സാന തീയതി 
21 - 10 - 2019 ഉച്ചയ് ക്ക് 1 മണി വരെ. 21 - 10 - 2019 
2 മണിക്ക് ദർഘാസ് തുറ ക്കു ന്ന താ യി രിക്കും. ദർഘാസ് 
സമർപ്പിക്കുന്നവരോ അവർ നിയോഗിക്കുന്ന പ്രതിനിധിയോ 
ഈ അവസരത്തിൽ സന്നിഹിതരാകാവുന്നതാണ്. വൈകി 
കിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 
വാങ്ങുന്നതിന് പ്രവർത്തി ദിവസങ്ങളിൽ രാവിലെ 10 മണി 
മുതൽ വൈകിട്ട് 4 മണിവരെ 7450 കോളേജ് ആഫീസിൽ 
ഒടുക്കി വാങ്ങാവുന്നതാണ്. പകർപ്പ് ആവശ്യമുള്ളവർ 3225 
അ ധി ക മാ യി ഒടു ക്കേ ണ്ട താ ണ് . ദർ ഘാസ് വിൽപ്പന 
21 - 10 - 2019 ഉച്ചയ്ക്ക് 12 മണിവരെ മാത്ര മാ യി രിക്കും. 
ചെക്ക്, ഡാഫ് റ്റ് എന്നിവ ദർ ഘാ സിന്റെ വില യാ യി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ തപാലിൽ ലഭിക്കാൻ 
ആഗ്രഹിക്കുന്നവർ ദർഘാസിന്റെ വിലയോടൊപ്പം 350 കൂടി 
ചേർത്ത് മണി ഓർഡർ അയ യ് ക്കേ ണ്ട താ ണ് . 
ദർഘാ സു കൾ സ്വീകരിക്കുന്ന അവസാന ദിവസത്തിന് 
10 പ്രവർത്തി ദിവസങ്ങൾക്ക് മുമ്പ് ലഭിക്കുന്ന മണി ഓർഡർ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളു. വില തിരികെ ലഭിക്കുന്നതല്ല. 
ദർ ഘാ സു കൾ കൈമാറ്റം ചെയ്യാൻ പാടു ള്ള ത ല്ല . 
സാങ്കേ തിക വിശ ദാം ശ ങ്ങ ൾ ദർഘാ സി നോ ടൊപ്പം 
ലഭിക്കുന്നതാണ്. ദർഘാസ് സമർപ്പിക്കു മ്പോൾ 3200 - ന്റെ 


12. 


13 . 


Tenders should bear the signature and full 
postal address of the tenderers wherever 
- necessary. 


14. 


The undersigned reserves the right to reject 
any tender wholly or partially without any 
prior information to the tenderers . 
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മുദ്രപത ത്തിൽ സമ്മത പത്രവും ക്വാട്ട് ചെയ്യുന്ന ആകെ - ദർഘാസ് ഉള്ളടക്കം ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് 
വിലയുടെ ഒരു ശതമാനം വരുന്ന തുകയ്ക്ക് ( കുറഞ്ഞത് നമ്പർ, ഇന വി വരം, നിശ്ചിത ദിവസം എന്നിവ 
? 1,500) പ്രിൻസിപ്പാളിന്റെ പേരിൽ എടുത്തിട്ടുള്ള ഡിമാന്റ് രേഖ പ്പെടുത്തി പൻസിപ്പാൾ ഗവൺമെന്റ് റ്റി . ഡി . 
ഡാഫ്റ്റോ, സ്ഥിര നിക്ഷേപ സർട്ടിഫിക്കറ്റോ നിരതദ്രവ്യമായി മെഡിക്കൽ കോളേജ്, വണ്ടാനം, ആലപ്പുഴ- 688 005 എന്ന 
സമർപ്പിക്കേണ്ടതാണ്. നിര തദവ്യവും സമ്മ ത പ്രതവും വിലാസത്തിൽ അയക്കേണ്ടതാകുന്നു . 
ഉള്ളടക്കം ചെയ്യാത്ത ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. 

-- ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതി. 
| [ No. 3/2019 ] 

9 - 10 - 2019 ഉച്ചയ് ക്ക് 3 മണി വരെ. 10 - 10 - 2019 
No . C3 /10369 /2019/ GTDMCA. 26th August 2019 . 

രാവിലെ 11 മണിക്ക് ദർഘാസ് തുറക്കു ന്ന താ യി രിക്കും. 

ദർഘാസ് സമർപ്പിക്കു ന്ന വരോ അ വർ നിയോഗിക്കുന്ന 
Sealed tenders are invited for the supply of LED 

പതി നി ധിയോ ഈ അ വ സ ര ത്തിൽ സന്നി ഹി ത രാ കാ 
Phototheraphy Unit (4 Nos.) for Paediatric Department. 

വുന്നതാണ്. വൈകി കിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 
The envelopes containing the tender should bear the ദർഘാസുകൾ പ്രവർത്തി ദിവസങ്ങളിൽ രാവിലെ 10 മണി 
superscription Tender No. & due date and should be മുതൽ വൈകിട്ട് 4 മണിവരെ 3900 കോളേജ് ആഫീസിൽ 
addressed to The Principal, Govt . T.D . Medical College, ഒടു ക്കേണ്ടതാണ്. പകർപ്പ് ആ വ ശ്യ മു ള്ള വർ 3450 
Alappuzha. 

അ ധി ക മാ യി ഒടു ക്കേ ണ്ട താ ണ് . ദർ ഘാസ് വിൽപ്പന 
Last date for receipt of tender will be -- 9 - 10 - 2019 ഉച്ചയ്ക്ക് ക്ക് 12 മണിവരെ മാത്ര മാ യി രിക്കും. 
21 - 10 - 2019 at 1 p . m ., Late tender will not be accepted . ചെക്ക്, ഡാഫ് റ്റ് എന്നിവ ദർ ഘാ സിന്റെ വില യാ യി 
The tender will be opened at 2 p.m . on 21 - 10 -2019 in the സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ തപാലിൽ ലഭിക്കാൻ 
presence of such of the tenderers or their authorized ആഗ്രഹിക്കുന്നവർ ദർഘാസിന്റെ വിലയോടൊപ്പം 150 കൂടി 
representatives who may be present at time. 

ചേർത്ത് മണി ഓർഡർ അയ യ് ക്കേ ണ്ട താ ണ് . 
Intending tenderers may obtain the tender form from 

ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന ദിവസത്തിന് 10 
the undersigned on all working days from 11 a .m . to 

പ്രവർത്തി ദിവസങ്ങൾക്ക് മുമ്പ് ലഭിക്കുന്ന മണി ഓർഡർ 
4 p . m . on a cash remittance of ? 450 which is the price 

മാത്രമേ സ്വീകരിക്കുകയുള്ളു. വില തിരികെ ലഭിക്കുന്നതല്ല . 
fixed for tender form and which is not refundable under 

ദർ ഘാ സു കൾ കൈമാറ്റം ചെയ്യാൻ പാടു ള്ള ത ല്ല . 
any circumstances. The tender forms are not transferable. 

സാങ്കേതിക വിശദാംശങ്ങൾ ദർഘാസിനോടൊപ്പം ലഭിക്കുന്ന 
Sale of tender forms will be closed at 12 Noon 

താ ണ് . ദർഘാസ് സമർപ്പി ക്കു മ്പോൾ 3200 - ന്റെ 
on 21- 10 -2019 . Cheques, Postage Stamps, etc., will not be 

മുദ്രപത ത്തിൽ സമ്മ ത പ്രതവും ക്വാട്ട് ചെയ്യുന്ന ആകെ 
accepted towards the cost of forms, nor will the forms be 

വില യുടെ ഒരു ശത മാനം വരുന്ന തുകയ് ക്ക് 
sent for V. P.P. Tender forms will be supplied to the firm by 

( കു റ ഞ്ഞത് ? 1, 500 ) പിൻ സി പ്പാ ളിന്റെ പേരിൽ 
registered post subject to a cash payment of 

എടു ത്തിട്ടുള്ള ഡിമാന്റ് ഡാഫ് റ്റോ , സ്ഥിര നിക്ഷേപ 
50 in addition as postage charges. Money order will be 

സർട്ടിഫിക്കറ്റോ നിര ത ദ വ്യ മായി സമർപ്പിക്കേണ്ട താ ണ്. 
accepted only if received within 10 clear working days 

- നിര ത ദ വ്യവും സമ്മത പത്രവും ഉള്ളടക്കം ചെയ്യാത്ത 
prior to due date for submitted tender. Duplicate tender 

ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. 
forms, if required will be issued of * 225 per copy. 
Further details can be had from the college office during 
working time. Tender should be accompanied by an 

[ No . 4/ 2019 - 20 ) 
agreement executed in Kerala Stamp Paper worth 3 200 | No. C4/10657/2019/ GTDMCA . 31st August 2019 . 
and EMD 1 % of the total cost (not less than 

Sealed tenders are invited for the supply of 
1,500 ) of the items tendered . Tenders without EMD will 

Biomedical Equipment Spares for the Department of 
be rejected . 

Biomedical Engineering, Govt. T. D . Medical College , 

Alappuzha. 
[ നമ്പർ 4 / 2019- 20) 

Approximate Cost - Y 3,00,000 

The envelopes containing the tender should bear the 
നമ്പർ സി4 / 10657 /2019/ ജി. റ്റി . ഡി . എം . സി. എ . 

superscription Tender No. & due date and should be 
2019 ആഗസ്റ്റ് 31. 

addressed to The Principal, Govt. T .D . Medical College , 
ആലപ്പുഴ ഗവൺ മെന്റ് റ്റി . ഡി . മെഡിക്കൽ Alappuzha. 
കോളേജിലെ ബയോ മെ ഡി ക്കൽ എഞ്ചിനീയറിംഗ് Last date and time for receipt of tender will be 
വിഭാഗത്തിലേക്ക് ബയോ മെഡിക്കൽ ഉപക ര ണ ങ്ങ ളുടെ 

- 9 - 10 -2019 at 3 p . m . Late tender will not be accepted. The 
സ് പെയേഴ് സ് വിത രണം ചെയ്യുന്നതിനായി മുദ്ര വെച്ച 

tender will be opened at 11 a.m . on 10 -10 -2019 in the 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

presence of such of the tenderers or their authorized 
അടങ്കൽ തുക - ? 3,00 ,000 

representatives who may be present at time. 
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ലഭിക്കുന്നതാണ്. ദർഘാസ് സമർപ്പിക്കു മ്പോൾ 3200 - ന്റെ 
മുദ്രപത ത്തിൽ സമ്മത പത്രവും ക്വാട്ട് ചെയ്യുന്ന ആകെ 
വിലയുടെ ഒരു ശതമാനം വരുന്ന തുകയ്ക്ക് (കുറഞ്ഞത് 
? 1,500 ) പ്രിൻസിപ്പാളിന്റെ പേരിൽ എടുത്തിട്ടുള്ള ഡിമാന്റ് 
ഡാഫ്റ്റോ, സ്ഥിര നിക്ഷേപ സർട്ടിഫിക്കറ്റോ നിരതദ്രവ്യമായി 
സമർപ്പി ക്കേ ണ്ട താ ണ്. നിര ത ദ വ്യവും സമ്മത പത്രവും 
ഉള്ളടക്കം ചെയ്യാത്ത ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. 


Intending tenderers may obtain the tender form from 
the undersigned on all working days from 10 a. m . to 
4 p.m . on a cash remittance of 900 which is the price 
fixed tender a form and which is not refundable under 
any circumstances. The tender forms are not transferable. 
Sale of tender forms will be closed at 9 - 10 - 2019 , 
12 Noon . Cheques, Postage Stamps , etc ., will not be 
accepted towards the cost of forms, nor will the formsbe 
sent for V.P.P. Tender forms will be supplied to the firm by 
registered post subject to a cash payment of 
* 50 in addition as postage charges . Money order will be 
accepted only if received within 10 clear working days 
prior to due date for submitted tender. Duplicate tender 
forms, if required will be issued of * 450 per copy. 
Further details can be had from the college office during 
working time. Tender should be accompanied by an 
agreement executed in Kerala Stamp Paper worth 3 200 
and EMD 1 % of the total cost (not less than 
* 1,500 ) of the items tendered . Tenders without EMD will 
be rejected . 


[ No. 5 /2019] 


- No . C3 / 10667/2019 / GTDMCA. 


31st August 2019 . 


( 3 ) 


[ നമ്പർ 5/2017) 


നമ്പർ സി3 / 10667 / 2019 / ജി . റ്റി . ഡി . എം . സി . എ . 

- 2019 ആഗസ്റ്റ് 31. 
ആല പ്പു ഴ ഗവൺമെന്റ് റ്റി . ഡി . മെഡിക്കൽ 
കോളേജിലെ പീഡി യാ ടിക് വിഭാ ഗ ത്തി ലേക്ക് 
ബിലിറൂബിനോമീറ്റർ വിതരണം ചെയ്യുന്നതിനായി മുദ്രവെച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ദർഘാസ്ഉള്ളടക്കം ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് 
നമ്പർ, ഇന വി വരം, നിശ്ചിത ദിവസം എന്നിവ 
രേഖ പ്പെടുത്തി പൻ സി പ്പാൾ ഗവൺമെന്റ് റ്റി . ഡി . 
മെഡിക്കൽ കോളേജ്, വണ്ടാനം, ആലപ്പുഴ- 688 005 എന്ന 
വിലാസത്തിൽ അയക്കേണ്ടതാകുന്നു . - 

- ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതി. 
21 - 10 - 2019 ഉച്ചയ്ക്ക് 1 മണി വരെ. 21- 10 - 2 019 2 .30 
മണിക്ക് ദർഘാസ് തുറ ക്കു ന്ന താ യി രി ക്കും . ദർഘാസ് 
സമർപ്പിക്കുന്നവരോ അവർ നിയോഗിക്കുന്ന പ്രതിനിധിയോ 
ഈ അവസരത്തിൽ സന്നിഹിതരാകാവുന്നതാണ്. വൈകി 
കിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 
വാങ്ങുന്നതിന് പ്രവർത്തി ദിവസങ്ങളിൽ രാവിലെ 10 മണി 
മുതൽ വൈകിട്ട് 4 മണിവരെ 7450 കോളേജ് ആഫീസിൽ 
ഒടുക്കി വാങ്ങാവുന്നതാണ്. പകർപ്പ് ആവശ്യമുള്ളവർ 3225 
അ ധി ക മായി ഒടു ക്കേ ണ്ട താ ണ് . ദർ ഘാസ് വിൽപ്പന 
21- 10 - 2019 ഉച്ചയ്ക്ക് 12 മണിവരെ മാത്ര മാ യി രിക്കും. 
ചെക്ക്, ഡാഫ് റ്റ് എന്നിവ ദർ ഘാ സിന്റെ വില യായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ തപാലിൽ ലഭിക്കാൻ 
ആഗ്രഹിക്കുന്നവർ ദർഘാസിന്റെ വിലയോടൊപ്പം 750 കൂടി 
ചേർ ത്ത് മണി ഓർഡർ അയ യ് ക്കേ ണ്ട താ ണ് . 
ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന ദിവസത്തിന് 10 
പ്രവർത്തി ദിവസങ്ങൾക്ക് മുമ്പ് ലഭിക്കുന്ന മണി ഓർഡർ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളു. വില തിരികെ ലഭിക്കുന്നതല്ല . 
ദർ ഘാ സു കൾ കൈമാറ്റം ചെയ്യാൻ പാടു ള്ള ത ല്ല . 
സാങ്കേ തിക വിശ ദാം ശ ങ്ങ ൾ ദർ ഘാ സി നോ ടൊപ്പം 


Sealed tenders are invited for the supply of 
Bilirubinometer for Paediatric Department. 

The envelopes containing the tender should bear the 
superscription Tender No. & due date and should be 
addressed to The Principal, Govt. T.D . Medical College, 
Alappuzha. - 

Last date for receipt of tender will be 
21- 10 -2019 at 1 p . m ., Late tender will not be accepted . 
The tender will be opened at 2. 30 p.m . on 21- 10 -2019 in 
the presence of such of the tenderers or their authorized 
representatives who may be present at time. 

Intending tenderers may obtain the tender form from 
the undersigned on all working days from 10 a. m . to 
4 p . m . on a cash remittance of 3 450 which is the price 
fixed for Tender form and which is not refundable under 
any circumstances. The tender forms are not transferable. 
Sale of tender forms will be closed at 12 Noon on 
21 - 10 -2019 . Cheques, Postage Stamps, etc., will not be 
accepted towards the cost of forms, nor will the forms be 
sent for V.P.P. Tender forms will be supplied to the firm by 
registered post subject to a cash payment of 
? 50 in addition as postage charges. Money order will be 
accepted only if received within 10 clear working days 
prior to due date for submitted tender. Duplicate tender 
| forms, if required will be issued of 7 225 per copy. 

Further details can be had from the college office during 
working time. Tender should be accompanied by an 

agreement executed in Kerala Stamp Paper worth 3 200 
- and EMD 1 % of the total cost ( not less than 
- 7 1 ,500 ) of the items tendered. Tenders without EMD 

will be rejected. 


Office of the Principal, 
Govt. TD Medical College, 
Alappuzha. 


(Sd .) 
Principal. 
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ദർഘാസ് പരസ്യം 


(1) 


നമ്പർ എസ്2 / 5631/ 2019 / സ . മെ . കോ . മ . 

2019 ആഗസ്റ്റ് 27 . 
- ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് ആശുപത്രി, മഞ്ചേരിയിലെ പാത്തോളജി വിഭാഗത്തിലേക്ക് താഴെ കൊടുത്ത വിവിധ 
സാധനങ്ങൾ വിതരണം ചെയ്യു ന്ന തിലേക്ക് നിർമ്മാതാക്കളിൽ നിന്നും അംഗീകൃത വിതരണക്കാരിൽ നിന്നും മുദ്രവെച്ച 
മൽസരാടിസ്ഥാനത്തിലുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

- ദർഘാസ് ഫോറവും വിശദാംശങ്ങളും മെഡിക്കൽ കോളേജ് ആഫീസിൽ നിന്നും പ്രവർത്തി സമയത്ത് ലഭ്യമാണ് 
( 0483 - 2764056 ). ? 200 - ന്റെ കേരള മുദ്രപത്രത്തിൽ നിശ്ചിത മാതൃക യിലുള്ള സമ്മത പത്രവും വാഗ്ദ ത്ത തുകയുടെ 
1 % അല്ലെങ്കിൽ ഏറ്റവും കുറഞ്ഞത് 1 1,500 നിരതദ്രവ്യത്തോടും കൂടി താഴെ നൽകിയിരിക്കുന്ന മേലെഴുത്തുമായി ദർഘാസ് 
സമർപ്പിക്കേണ്ടതാണ്. സംസ്ഥാനത്തിന് പുറത്തുള്ളവർക്ക് മുദ്രപത്രം ലഭിക്കുന്നതിന് ? 250 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, 
ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, മഞ്ചേരി എന്ന വിലാ സ ത്തിൽ അ പക്ഷി ക്കേ ണ്ട താ ണ് . നിര ത ദ വ്യ 
സമ്മതപ്രതത്തിന്റെ മാതൃക ദർഘാസ് ഫോറത്തിൽ അനുബന്ധമായി ചേർത്തിട്ടുണ്ട്. 

വില ഇന്ത്യൻ രൂപ യിൽ രേഖ പ്പെ ടു ത്തു ക യും നികു തി കളും മറ്റും വെവ്വേറെ പരാമർശി ക്കേ ണ്ട തു മാ ണ്. 
കടത്ത്, ഇൻഷ്വറൻസ്, കയറ്റിറക്ക്, യന്ത്രസാമഗ്രികൾ സ്ഥാപിക്കൽ, കമ്മീഷൻ എന്നീ ചിലവുകൾ ദർഘാസുകാർ സ്വയം 
വഹി ക്കേ ണ്ട താ ണ് . തുക നൽകു ന്നത് ഇന്ത്യൻരൂപ യി ലാ യി രി ക്കും . വൈകി ലഭി ക്കു ന്ന തും മതി യായ 
നിര ത ദ വ്യം , സമ്മ ത പ്രതം, മറ്റു ദ ർ ഘാസ് വ്യവ സ്ഥ കൾ എന്നിവ പാലി ക്കാ ത്ത തു മാ യ ദർഘാസുകൾ മറ്റൊരു 
അറിയിപ്പും കൂടാതെ തന്നെ നിര സി ക്കു ന്ന താ ണ് . ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ പാടു ള്ള ത ല്ല . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ അല്ലാതെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് 
വില നൽകി വാങ്ങാ വു ന്ന താ ണ്. ദർഘാസു കൾ താഴെ സൂചിപ്പിക്കും പ്രകാരം ദർഘാസു കാര ന്റെയോ അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 


കമ 
നമ്പർ 


ദർഘാസ് നമ്പരും ഡിപ്പാർട്ട്മെന്റും 
ഉപകരണത്തിന്റെ പേരും 
ഏകദേശവിലയും 


ദർഘാസ് 
തുറക്കുന്ന 
തീയതിയും 
സമയവും 


ദർഘാസ് ഫോറത്തിന്റെ 

വില 
ഒറിജിനൽ ഡ്യൂപ്ലിക്കേറ്റ് 

തപാൽ 


1,062 


697 


1,062 


531 


1, 142 


-- എസ്2 / 5631/ 2019 / ജി . എം . സി . എം . -പത്തോളേജി - 11- 10 - 2019 , 

വിഭാഗത്തിലേക്ക് ആവശ്യമായ ഗ്ലാസ് വെയറുകൾ 12 മണി 
? 3,00, 000 


2 


എസ2/ 


708 


354 


788 


എസ്2 / 5632/ 2019 / ജി . എം . സി . എം . - -പ ത്തോളേജിലെ 11 -10 - 2019 , 
വിഭാഗത്തിലേക്ക് ആവശ്യമായ സാൺട്രി ഇനങ്ങൾ - 2 മണി 
? 1, 00 , 000 
- എസ്2 / 5633/ 2018 / ജി. എം . സി. എം . - പത്തോളേജി 11 - 10 - 2019, 
വിഭാഗത്തിലേക്ക് ആവശ്യമായ പലവക 

3 മണി 
ഉപകരണങ്ങൾ ? 1,00,000 


3 


708 


708 


354 


788 


ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കുന്ന അവസാന തീയതിയും സമയവും - 30 - 9 - 2019 , 3 മണി. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും 9- 10 -2019, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 10 - 10 -2019, 3 മണി. 


വില നിജപ്പെടുത്തിയിരിക്കുന്ന സമയം - 31-3 - 2020. 


ദർഘാസ് സമർപ്പിക്കേണ്ട വിലാസം പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, മഞ്ചേരി. 


പ്രത്യേക നിബന്ധനകൾ 


(1) നിർമ്മാതാവിൽ നിന്നുള്ള കയ്യ്പുസ്തകംതനതു ദർഘാസിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 


(2) ആവശ്യപ്പെടുന്നപക്ഷം സാധനങ്ങളുടെ പ്രദർശനം സ്വന്തം ചിലവിൽ നടത്തേണ്ടതാണ്. 


(3) വിതരണം ചെയ്യുന്ന സാധനങ്ങളുടെ തുക മുൻകൂറായി നൽകുന്നതല്ല . 


Gaz . No. 40 /2019 /DTP (Stores Purchase ). 
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No . S2/5631/2019/GMCM . 


27th August 2019 . 


Sealed and competitive tenders in prescribed form are invited from the manufacturers or authorized Dealers for the 
supply of Various Items to Pathology Department of Govt. Medical College , Manjeri as per list attached . Tender forms 
and details can be obtained from the office of the Principal, Govt. Medial College, Manjeri on payment of tender cost. 
Tender should be superscribed with tender No. and addressed to the Principal, Govt. Medical College, Manjeri. Belated 
tenders will not be accepted . 

Each tender should be submitted along with an agreement signed and executed in Kerala Stamp Paper worth * 200 
and EMD @ 1 % of the total cost of items tendered for /minimum 1,500 . (one thousand five hundred only) Stamp Paper 
will be supplied to the firm outside Kerala on request along with remittance of * 250 by Money Order in favour of 
Principal, Govt. Medical College, Manjeri. Specimen copy of the agreement is annexed with the tender form . Rates should 
be quoted in Indian Rupees only. All the taxes applicable are to be clearly mentioned . Freight, Insurance , Loading , 
unloading, erection and commission charges and installation should be borne by the tenderer. Payment also will be made 
in Indian Rupees. 


The tender without the required earnest money deposit, agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is not transferable. Cheque , Draft , Postage Stamps etc . will not be 
accepted towards the cost of tender forms. Duplicate copy of tender form can be obtained on payment of cost. The 
tender will be opened in the presence of the tenderers or their authorized representatives as scheduled . 


Demonstration , if required , should be provided by the firm at their own expense . Further details can be had from the 
office of the Principal, Govt. Medical College, Manjeri during working hours. 


Tender No ., Department 
Name of Equipments 
with Estimate cost 


Date & time 
of opening of 

Tender 


No . 


Cost of 
original 
tender 
form 


Cost of 
duplicate 
tender 
form 


Cost of 
tender 

form 
by post 


1,062 


531 


1 


,142 


S2 /5631/2019 /GMCM — Pathology 
Glasswares — * 3 ,00 ,000 


11- 10 -2019 , 
12 Noon 


788 


11- 10 -2019 , 

2 p . m . 


S2/5632 /2019 /GMCM — Pathology, 
Sundry Items— 1,00 ,000 
S2 /5633/2019 /GMCM — Pathology, 
Miscellaneous Equipment — 1,00,000 


3. 


- 708 


11- 10 -2019 , 

3 p . m . 


354 


788 


788 


Closing date and time of sale of tender form by post — 30 -9 - 2019 , 3 p . m . 
Closing date and time of sale of tender form — 9 - 10 -2019 , 3 p . m . 
Due date and time for receipt of tender — 10- 10 -2019, 3 p . m . 


Date upto which rates are to be firm — 31 -3 - 2020 . 


Person to be addressed for buying and submitting tender form — Principal, Govt. Medical College Manjeri,Malappuram . 


Special Conditions 


1. The brochure issued by the manufacturer in original should be attached . 


2 . The firm should be arranged demonstration at his own cost, if requested . 


3. No advance payment will be made . 
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(2) 


നമ്പർ എസ്2 / 5626/ 2019 / സ . മെ . കോ .മ . 


2019 ആഗസ്റ്റ് 30. 


- ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് ആശുപ്രതി, മഞ്ചേരിയിലെ മൈക്രോബയോളജി വിഭാഗത്തിലേക്ക്താഴെ കൊടുത്ത വിവിധ 
സാ ധ ന ങ്ങ ൾ വിത രണം ചെയ്യു ന്ന തി ലേക്ക് നിർമ്മാ താ ക ളിൽ നിന്നും അംഗീകൃത വിത ര ണ ക്കാ രിൽ നിന്നും 
മുദ്രവെച്ച് മൽസരാടിസ്ഥാനത്തിലുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


- ദർഘാസ് ഫോറവും വിശദാംശങ്ങളും മെഡിക്കൽ കോളേജ് ആഫീസിൽ നിന്നും പ്രവർത്തി സമയത്ത് ലഭ്യമാണ് 
( 0483 - 2764056 ). ? 200- ന്റെ കേരള മുദ്രപത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മത പത്രവും വാഗ്ദത്തതുകയുടെ 1 % 
അല്ലെങ്കിൽ ഏറ്റവും കുറഞ്ഞത് ? 1,500 നിരതദ്രവ്യത്തോടും കൂടി താഴെ നൽകിയിരിക്കുന്ന മേലെഴുത്തുമായി ദർഘാസ് 
സമർപ്പിക്കേണ്ടതാണ്. സംസ്ഥാനത്തിന് പുറത്തുള്ളവർക്ക് മുദ്രപതം ലഭിക്കുന്നതിന് ? 250 മണിയോർഡർ സഹിതം 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, മഞ്ചേരി എന്ന വിലാസത്തിൽ അപേക്ഷിക്കേ ണ്ട താണ്. നിര തദവ്യ 
സമ്മതപ്രതത്തിന്റെ മാതൃക ദർഘാസ് ഫോറത്തിൽ അനുബന്ധമായി ചേർത്തിട്ടുണ്ട്. 

- വില ഇന്ത്യൻ രൂപയിൽ രേഖ പ്പെടു ത്തു ക യും നികു തി കളും മറ്റും വെവ്വേറെ പരാമർശി ക്കേ ണ്ട തു മാ ണ് . 
കടത്ത്, ഇൻഷ്വറൻസ്, കയറ്റിറക്ക്, യന്ത്രസാമഗ്രികൾ സ്ഥാപിക്കൽ, കമ്മീഷൻ എന്നീ ചിലവുകൾ ദർഘാസുകാർ സ്വയം 
വഹി ക്കേ ണ്ട താ ണ് . തുക നൽ കു ന്നത് ഇന്ത്യൻ രൂപ യി ലാ യി രി ക്കും . വൈകി ലഭി ക്കു ന്ന തും മതി യായ 
നിര ത ദ വ്യം , സമ്മ ത പ്രതം, മറ്റു ദർഘാസ് വ്യവ സ്ഥ കൾ എന്നിവ പാലി ക്കാ ത്ത തു മായ ദർഘാസുകൾ മറ്റൊരു 
അറിയിപ്പും കൂടാതെ തന്നെ നിര സിക്കു ന്ന താ ണ്. ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ പാടു ള്ള ത ല്ല . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ അല്ലാതെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് 
വില നൽകി വാങ്ങാ വു ന്ന താ ണ്. ദർഘാസുകൾ താഴെ സൂചിപ്പിക്കും പ്രകാരം ദർഘാ സു കാര ന്റെയോ അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 


കമ 


നമ്പർ 


ദർഘാസ് നമ്പരും ഡിപ്പാർട്ട്മെന്റ് 
- ഉപകരണത്തിന്റെ പേരും 
- ഏകദേശവിലയും 


ദർഘാസ് 
തുറക്കുന്ന 
തീയതിയും 
സമയവും 


ദർഘാസ് ഫോറത്തിന്റെ 

വില 
ഒറിജിനൽ ഡ്യൂപ്ലിക്കേറ്റ് തപാൽ വഴി 


1,416 


1, 416 


10 - 10 - 2019 , 
11 മണി 


708 


708 


1496 


1,496 


എസ്2 / 5626/2018 / ജി. എം. സി. എം . 

മൈക്രോബയോളജി വിഭാഗത്തിലേക്ക് 
ആവശ്യമായ കെമിക്കലുകൾ - 
3 4,00, 000 


2 


708 


354 


788 


10 - 10 - 2019, 
12 മണി 


- എസ്2 / 5627 /2018 / ജി . എം . സി . എം . 

മൈക്രോബയോളജി വിഭാഗത്തിലേക്ക് 
ആവശ്യമായ ഗ്ലാസ് വെയറുകൾ 7 2, 00 ,000 
- എസ്2 / 5629 /2019 / ജി . എം. സി . എം . 

മൈക്രോബയോളജി വിഭാഗത്തിലേക്ക് 
ആവശ്യമായ പലവക സാധനങ്ങൾ ? 2, 00 , 000 


3 


708 


708 


354 


10 - 10 - 2019 , 
- 3 മണി 


788 


ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കുന്ന അവസാന തീയതിയും സമയവും 30 - 9- 2019 , 3 മണി. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും-- 4 - 10 - 2019, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 5 - 10 - 2019 , 3 മണി. 


വില നിജപ്പെടുത്തിയിരിക്കുന്ന സമയം - 31-3- 2020. 
ദർഘാസ് സമർപ്പിക്കേണ്ട വിലാസം- പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, മഞ്ചേരി. 


പ്രത്യേക നിബന്ധനകൾ 
1. നിർമ്മാതാവിൽ നിന്നുള്ള കൈപുസ്തകം തനതു ദർഘാസിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 


2. ആവശ്യപ്പെടുന്നപക്ഷം സാധനങ്ങളുടെ പ്രദർശനം സ്വന്തം ചിലവിൽ നടത്തേണ്ടതാണ്. 
3. വിതരണം ചെയ്യുന്ന സാധനങ്ങളുടെ തുക മുൻകൂറായി നൽകുന്നതല്ല. 


383 


8th OCT . 2019 ] 


STORES PURCHASE 


944 


No. S2 /5626 /2019 /GMCM . 


30th August 2019 . 


Sealed and competitive tenders in prescribed form are invited from the manufacturers or authorized Dealers for the 
supply of Various Items to Microbiology Department of Govt. Medical College , Manjeri as per list attached . Tender forms 
and details can be obtained from the office of the Principal, Govt.Medial College, Manjeri on payment of tender cost. 
Tender should be superscribed with tender No. and addressed to the Principal, Govt. Medical College, Manjeri. Belated 
tenders will not be accepted . Each tender should be submitted along with an agreement signed and executed in Kerala 
Stamp Paper worth 200 and EMD @ 1 % of the total cost of items tendered for/minimum 

1,500. Stamp Paper will be supplied to the firm outside Kerala on request along with remittance of 250 by Money 
Order in favour of Principal, Govt. Medical College , Manjeri. Specimen copy of the agreement is annexed with the tender 
form . Rates should be quoted in Indian Rupees only . All the taxes applicable are to be clearly mentioned . Freight, 
Insurance , loading, unloading , erection and commission charges and installation should be borne by the tenderer. Payment 
also will be made in Indian Rupees . 


m 


The tender without the required earnest money deposit , agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is not transferable. Cheque, Draft, Postage Stamps etc . will not be 
accepted towards the cost of tender forms. Duplicate copy of tender form can be obtained on payment of cost. The 
tender will be opened in the presence of the tenderers or their authorized representatives as scheduled . 

Demonstration , if required , should be provided by the firm at their own expense . Further details can be had from the 
office of the Principal, Govt. Medical College, Manjeri during working hours . 


SI 


Tender No., Department, 
Name of Equipments 
with Estimat cost 


Date & time 
of opening of 

tender 


No. 


Cost of 
original 
tender 
form 


Cost of 
duplicate 
tender 
form 


Cost of 
tender 

form 
by post 


1 


1,416 


1,496 


S2 /5626 /2019 /GMCM — Chemicals to 
Microbiology Department — 4 ,00 ,000 


10 - 10- 2019, 

11 p.m . 


10 - 10 - 2019 , 
12 Noon 


708 


708 


354 


S2/5627 /2019 /GMCM — Glasswares 
Microbiology Department — * 2,00,000 
S2/ 5629 /2019 /GMCM – Miscellaneous items 
to Microbiology Department — 2,00,000 


3 


708 


10 - 10 -2019 , 

3 p.m . 


708 


354 


Closing date and time of sale of tender form by post — 30 -9- 2019 , 3 p. m . 
Closing date and time of sale of tender form — 4 - 10 - 2019 , 3 p . m . 
Due date and time for receipt of tender — 5 - 10 - 2019 , 3 p. m . 
Date upto which rates are to be firm — 31 - 3 - 2020 . 
Person to be addressed for buying and submitting tender form — Principal, Govt. Medical College Manjeri, Malappuram . 

Special Conditions 
1. The brochure issued by the manufacturer in original should be attached . 
2 . The firm should be arranged demonstration at his own cost. If requested . 
3 . No advance payment will be made. 


Govt. Medical College , 
Manjeri. 


(Sd.) 
Principal. 
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ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 


നമ്പർ എസ്1 - 2949 /2017/ ഡി. സി . സി . 

2019 സെപ്റ്റംബർ 4. 
- കോഴിക്കോട് ഗവൺമെന്റ് ദന്തൽ കോളേജിലെ പാസ് തോ ഡോണ്ടിസ് ടി വിഭാ ഗ ത്തി ലേക്ക് ആവശ്യമായ 
പാഗാമബിൾ സിറമിൻ ഫർണസ് വിതരണം ചെയ്യുന്നതിലേക്കായി നിർമ്മാതാക്കളിൽ നിന്നോ അവരുടെ അംഗീകൃത 
ഡീലർമാരിൽ നിന്നോ മുദ്രവച്ചതും മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക ? 3,50,000. 
നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ X 1,200 + ജി. എസ്. ടി. 
ഡ്യൂപ്ലിക്കേറ്റ് ? 600 + ജി. എസ്. ടി . 

തപാൽവഴി ? 1,250 + ജി. എസ്. ടി. 
ദർഘാസ് ഫോമുകൾ തപാൽവഴി ലഭിക്കുന്ന അവസാന തീയതിയും സമയവും - 7 - 10 -2019, 4 മണി. 
ദർഘാസ് ഫോമുകൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന തീയതിയും സമയവും 14 -10-2019, 3 മണി. 
ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 14 - 10 - 2019, 4 മണി. 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 15 - 10- 2019, 11 മണി. 

ദർഘാസ് നമ്പർ എസ്1- 2949/ 2017 / ഡി . സി. സി. എന്ന മേലെഴുത്തോടുകൂടി നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
ദന്തൽ കോളേജ്, കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ അയയ്ക്കുകയോ ചെയ്യേണ്ടതാകുന്നു. വൈകി കിട്ടുന്ന ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന ദിവസം രാവിലെ 11 മണിക്ക് ദർഘാസുകാരന്റെയോ അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ 
ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 

1 2 00 വില യുള്ള കേരള മുദ്രപത ത്തിൽ നിശ്ചിത മാ ത ക യിലുള്ള സമ്മ ത പത്രം വാഗ്ദത്ത തുകയുടെ 
1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാകുന്നു . കൂടുതൽ വിവരങ്ങൾക്ക് കോഴിക്കോട് ഗവ .ദന്തൽ 
കോളേജിന്റെ ആഫീസിൽ നിന്നും പ്രവൃത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 


പാലിക്കേണ്ട നിയമങ്ങൾ 


1. വാറണ്ടി - 2 വർഷം 


2 . വാറണ്ടിക്കു ശേഷം 5 വർഷം എ എം സി 
3. ഉപകരണങ്ങളുടെ ബ്രാൻഡ് രേഖപ്പെടുത്തണം. 

ആവശ്യമെങ്കിൽ പർച്ചേസ് കമ്മിറ്റി മുമ്പാകെ ഡെമോൺസ്ട്രേഷൻ നടത്തണം. 


No. S1- 3003 /2019 / MCC. 


4th September 2019 . 


Sealed competitive tenders in the prescribed form are invited from the Manufacturers or Authorized dealers for the 
supply of Progrmmable Ceramic Furnace for Prosthodontics Department, Govt . Dental College , Kozhikode . The tender 
forms and details can be obtained from the Office of the Principal, Govt. Dental College, Kozhikode on payment of the 
tender cost. Tender should be superscribed with tender No. and addressed to the Principal, Govt. Dental College , 
Kozhikode . Belated tenders will not be accepted . 


Each tender should be submitted along with an agreement signed and executed in Kerala Stamp Paper worth 
? 200 and EMD @ 1 % of the total cost of the item tendered for ( Minimum 3 1, 500). Stamp paper will be supplied to the 
firm outside Kerala on request along with the remittance of 250 (Rupees Two Hundred and Fifty only ) by money order 
in favour of Principal, Government Dental College , Kozhikode. Specimen copy of the tender agreement annexed with 
the tender form . Rates should be quoted in Indian Rupees only . All the taxes applicable to be clearly mentioned . 
Freight, insurance , loading unloading, erection and commission charges and installation charges should be done by the 
tenderer. 


The tender without required earnest money deposit , agreement and not satifying other tender specifications are 
liable to be rejected , without further notice . Duplicate copy of the tender form can be obtained on payment of the cost. 
The tenders will be opened in the presence of tenderers or their authorized representives as scheduled . 


Gaz. No. 40 /2019 /DTP (Stores Purchase ). 
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Demonstration , if required , should be provided by the firm at their own expense . Further details can be had from 
the office of the Principal, Government Medical College, Kozhikode during working hours. 


Approximate Cost — * 3,50 ,000 . 


Superscription — S1/2949 /2019 /DCC 

(Programmable Ceramic Furnace ) 


Price of tender form : 


Original 


1,200 +GST 


By post 


1,250 +GST 


Duplicate — 600 +GST 


Last date of issue of tender form by post — 7 - 10 - 2019 , 4 p .m . 


Last date of issue of tender form — 14 - 10 - 2019 , 3 p.m . 


Due date and time for receipt of tender — 14 - 10 - 2019 , 4 p .m . 


Date & time for opening tender — 15 - 10 - 2019 , 11 a.m . 


Date up to which rates are to be firm 


— 31- 3 - 2020 


Address of the officer to whom tender is to be sent — The Principal, Govt. Dental College , Kozhikode-673 008. 


LIST OF ITEMS 


Sl. No. 


Item with Specification 


Department 


Qty. Required 


Programmable Ceramic Furnace 


Prosthodontics 


o 


1. Programmable ceramic furnace for dental use 
2 . Maximum temperature up to 1000 degree 
3. Adjustable temperatature , temperature rise , holding time etc. 
4 . S .S . Boddy 
5. Wireless blue tooth connectivity android , touch sreen interface . 

Use any antroid device, tab mobile phone 
7 . Battery backup , for programme up to 5 mts. 
8 . Programme will continue once the power is restored 
9. Inbuilt lithium ion battery 
10 . Blue tooth auto re-connection 
11. Temperature accuracy plus/ minus 3 degree 

12. Supplied with High quality original vacuum pump from the company . 
Terms and Conditions 

1. Warranty : 2 years. 


2 . CAMC /AMC 5 years after warrenty ( Agreement to be produced ). 


The item should be demonstrated before the purchase committee if necessary . 


4 . 


Brand name of the equipment should be quoted . 


5 . 


Brochure of original manufacturer should be submitted , installation free of cost . 
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നമ്പർ എസ്2/ 3237 / 2017 / ഡി. സി . സി . 2019 സെപ്റ്റംബർ 18. 

- കോഴിക്കോട് ഗവൺമെന്റ് ദന്തൽ കോളേജ് ഓറൽ 
മെഡി സിൻ ആ ന്റ് റേഡി യോ ള ജി വിഭാ ഗ ത്തി ലേക്ക് 
ആവശ്യമായ ഇലക്ട്രിക്കലി ഓപ്പറേറ്റഡ് ബേസിക് ദന്തൽ 
ചെയറു കൾ - 2 എണ്ണം വിതരണം ചെയ്യു ന്ന തി ലേക്ക് 
നിർമ്മാതാക്കളിൽ നിന്നോ അവരുടെ അംഗീകൃത ഡീലർമാരിൽ 
നിന്നോ മുദ്രവെച്ചതും മത്സരാധിഷ്ഠിതമായതും ആയ 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക ? 2,00,000 . 
നിരതദ്രവ്യം- ദർഘാസ് തുകയുടെ 1 % ( മിനിമം X 1,500 ) 
ദർഘാസ് ഫോറത്തിന്റെ വില 

ഒറിജിനൽ ? 600 + ജി. എസ്. ടി . 
തപാൽ വഴി ? 650 + ജി . എസ്. ടി . 

ഡ്യൂപ്ലിക്കേറ്റ് X 300 + ജി .എസ്. ടി. 
ദർഘാസ് ഫോമുകൾ തപാൽ വഴി വിൽപന തീരുന്ന 
തീയതിയും സമയവും - 30 -9 - 2019, 3 മണി. 

ദർഘാസ് ഫോമുകൾ നേരിട്ട് ലഭിക്കുന്ന അവസാ ന 
തീയതിയും സമയവും - 9 - 10 - 2019, 3 മണി. 

ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 9 - 10 - 2019 , 4 മണി. 

ദർ ഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
10 - 10 - 2019, 11 മണി. 


payment of * 600 + GST and by registered post on 
payment of 650 + GST by money order from 11 a . m . to 
3 p . m . on all working days . Tender forms should be 
superscribed as “ Tender No. S2 / 3237 / 2019 /DCC ” and 
addressed to the Principal, Dental College , Kozhikode , 
Kerala -673 008. The last date of receipt of tender is 
4 p . m . on 9 - 10 - 2019 . Late tenders will not be accepted . 
The tenders will be opened at 11 a . m . on 10 - 10 - 2019 in 
the presence of tenderers or their authorised 
representatives who may be present at that time. Tender 
forms are not transferable under any circumstances . Sale 
of tender forms will be closed on 9 - 10 - 2019 at 3 p .m . 
Cheques, Postage stamps etc., will not be accepted 
towards cost of tender forms nor will the forms be sent 
by VPP. Duplicate copy of tender form can be had on 
payment of 300 + GST. 

The tenderers should send along with the tender 
agreement executed and signed in Kerala stamp paper 
worth 3 200 and an EMD at 1 % of the total cost of the 
items tendered for ( minimum 3 1 , 500 ) . Tenders without 
agreement and EMD will be rejected outright . Specimen 
agreement is annexed to the prescribed tender form . 
Stamp paper will be supplied to firms outside Kerala on 
request along with a remittance of 3 250 (Rupees Two 
hundred and fifty towards cost of stamp paper and 50 
as incidental charges ) by money order. Brand name & 
Warranty of the items quoted should be mentioned . 
AMC /CAMC rate should be also mentioned along with 
tender documents . Demonstration of the quoted item 
should be made at their own cost, if necessary . 

Last date and time for issue of tender form by 
post - 30 - 9- 2019 , 3 p. m . 

Date up to which rates are to be firm — 31- 3 - 2020 . 


ദർഘാസ് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 31- 3 - 2020. 


SCHEDULE OF ITEMS 


Item with Specification 


Dept. 


Total 
| No . 


- (1) 


- (2) 


(3) 


OMR 


2 


ദർഘാസ് നമ്പർ കവറിനു പുറത്ത് രേഖപ്പെടുത്തി 
നേരിട്ട് നൽകു കയോ പിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ 
കോളേജ്, കോഴിക്കോട്-8 എന്ന വിലാസത്തിൽ അയയ്ക്കുകയോ 
ചെയ്യേണ്ട താ കു ന്നു . വൈകി ലഭിക്കുന്ന ദർഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന 
ദിവസം രാവിലെ 11 മണിക്ക് ദർ ഘാ സു കാ ര ന്റെ യോ 
അംഗീകൃത പതി നി ധി യു ടെ യോ സാന്നിധ്യ ത്തിൽ 
തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ 
വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 

- 8 200 വിലയുള്ള കേരള മുദ്രപത ത്തിൽ നിശ്ചിത 
മാതൃ ക യിലുള്ള സമ്മത പത്രം വാഗ്ദത്ത തുകയുടെ 1 % 
നിര ത ദ വ്യ ത്തോടു കൂടി ദർഘാ സി നോ ടൊപ്പം സമർപ്പി 
ക്കേണ്ടതാണ്. കൂടുതൽ വിവരങ്ങൾ ദന്തൽ കോളേജിന്റെ 
ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 
ദർഘാസ് നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവയ്ക്കുന്നതിനോ 
നിർത്തി വയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമാണ്. 

* ദന്തൽ എക്വിപ്മെന്റുകളുടെ ബ്രാൻഡ് രേഖപ്പെടുത്തണം. 
* ആ വ ശ്യ മെ ങ്കിൽ പർച്ചേസ് കമ്മ റ്റിക്കു മുൻപിൽ 

ഡെമോൺസ്ട്രേഷൻ നടത്തണം. 


Basic Dental Chair 

Body contoured Electrically 
operated dental chair . 
Should have Switch Operated 
Halogen operating light with 
minimum two steps of intensity 
control. 
Chair side Porcelain spittoon with 
water connection . 
Should have an auto water 
connection for spittoon and 
Tumbler with auto refillng sensor. 
Should have an auto drain and 
an auto flush system . 
Should have a multifunctional 
foot control. 
Shold have SS instrument tray 

and X - ray viewer. 
• Airotor points- 1 No . 
• Supreme micromotor- 35000 rpm 


* എക്വിപ്മെന്റു കളുടെ വാറന്റി പർച്ചേസ് തീയതി 
- മുതൽ 2 വർഷമെങ്കിലും ഉണ്ടായിരിക്കണം. 


No. S2/ 3237/2019/DCC . - 18th September 2019 . 

Sealed and superscribed tenders in the prescribed 
forms are invited for the purchase of Electrically Operated 
Basic Dental Chairs to The Dept. of OMR , Govt. 
Dental College , Calicut. Tender froms can be had from the 
office of the Principal, Dental College , Kozhikode direct on 


tal Chairs. Tender froms. Kozhikode d 


ipal, De ender from Pt. of OM Operat 
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(3) 
2 


(1 ) 

- (2) 
• Three way syringe — 1 No. OMR 
• Air ventury high suction 
• Modular (Delivery hanging cords) 

Should be operated in input supply 
200 - 240 Vac, 50Hz. 
Should provide Surgical Dental 
operator s stool with back rest 

movement and hand rest 
• Drainage system should be done 

by the company as Turnkey work 


ദർഘാസ് ഫോറത്തിന്റെ വില 3 2,000 + GST 12 %. 

ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 10 - 10 - 2019 വൈകുന്നേരം 3 മണി വരെ. 

ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും-- 10- 10 - 2019 വൈകുന്നേരം 5 മണി വരെ. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 11-10 -2019 , 
വൈകുന്നേരം 3 മണി. 

ദർഘാസ് കാലാവധി - ദർഘാസ് ഉറപ്പിക്കുന്ന തീയതി 
മുതൽ ഒരു വർഷം. 

പൂരിപ്പിച്ച ദർഘാസ് ലഭിക്കേണ്ട വിലാസം - സൂപ്രണ്ട്, 
ഗവ . ജനറൽ ആശുപത്രി, കോഴിക്കോട്- 32. 


നിബന്ധനകൾ 


Warranty : 2 years. 
• The items should be demonstrated before the 

purchase committee if necessary . 
• Brand name of the equipment should be quoted. 
• Brochure of original manufacturer should be 
| submitted . 
• AMC for 5 years after warranty . 


- 1. ദർഘാസ് കവറിന് പുറത്ത് “കമ്പ്യൂട്ടർ മോഡൽ ഒ . പി . 

ടിക്കറ്റ് ലാബ്റിപ്പോർട്ട്/ ബിൽ ഫോർമാറ്റ്/ എ3/4852/2017 
എന്ന് എഴുതിയിരിക്കണം. 
ആശു പ്രതി അധികാ രികളുടെ നിബ ന്ധ ന കൾക്ക് 
വിധേയ മായി ഗവ . ജന റൽ ആശു പതി യി ലേക്ക് 
കമ്പ്യൂട്ടർ മോഡൽ ഒ . പി . ടിക്കറ്റ്, ലാബ് റിപ്പോർട്ട് 

ഫോർ മാ റ്റ് , ബി ൽ ഫോർമാറ്റ് എ ന്നി വ പ്രിന്റ് 
ചെയ്യുന്നതിന് ഒരു വർഷത്തേക്ക് ഒരു കോപ്പിക്ക് ........ 
എന്ന നിരക്കിൽ ( അ ക്ഷ ര ത്തിലും അക്ക ത്തിലും) 
വിത രണം ചെയ്യുവാൻ തയ്യാറാണെന്ന്ദർഘാസിൽ 
വ്യക്തമാക്കിയിരിക്കണം. 


Government Dental College, 
Kozhikode. 


( Sd.) 
Principal. 


പുനർ ദർഘാസ് പരസ്യം 


No. A3 -4852/2017. 

29th August 2019. 
Sealed tenders are invited for the supply of printed 
Computer Model OP Ticket, Lab Report Format and Bill 
Format for one year. The Tender Conditions of contract 
and details can be get from the office during working 
hours . 

Total Estimated Cost _ R 3 , 00 ,000 . 


നമ്പർ എ3/ 4852 / 2017 . 

2019 ആഗസ്റ്റ് 29 . 
കോഴി ക്കോട് ഗവ . ജ ന റൽ ആശു പ്രതിയിലേക്ക് 
കമ്പ്യൂട്ടർ മോഡൽ ഒ. പി. ടിക്കറ്റ്, ലാബ് റിപ്പോർട്ട് ഫോർമാറ്റ്, 
ബിൽ ഫോർമാറ്റ് എന്നിവ അച്ചടിച്ച് വിതരണം ചെയ്യുന്നതിന് 
താൽപര്യമുള്ളവരിൽനിന്നും നിർദ്ദിഷ്ട ഫോറത്തിൽ താഴെ 
പറയുന്ന വ്യവസ്ഥകള നു സ രിച്ച് മുദ്രവച്ച് ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ഒരു കോപ്പി എത്ര പൈസയ്ക്ക് പ്രിന്റ് 
ചെയ്യു വാൻ കഴി യു മെന്ന് വ്യക്ത മാ യി ദർഘാ സിൽ 
രേഖപ്പെടുത്തിയിരിക്കണം. ഫോമുകളുടെ മാതൃക ഓഫീസ് 
സമയത്ത് ആശുപ്രതി ഓഫീസിൽ നിന്നും ലഭ്യമായിരിക്കും. 
പേപ്പർ 70 ജി .എസ്. എം . ആയിരിക്കണം. അടങ്കൽ തുകയുടെ 
1 % ( ഒരു ശതമാനം) നിരതദ വ്യം സൂപ്രണ്ട്, ഗവൺമെന്റ് 
ജനറൽ ആശുപത്രി, കോഴിക്കോട്- 32 എന്ന പേരിൽ എടുത്ത 
ഡിമാന്റ് ( ഡാഫ്റ്റ് ദർഘാ സി നോ ടൊപ്പം ഉള്ളടക്കം 
ചെയ്യേണ്ടതാണ്. ദർഘാസ് ഉറപ്പിച്ച് കഴിഞ്ഞാൽ ദർഘാസ് 
ലഭിച്ച വ്യക്തി/ സ്ഥാപനം ഒരു വർഷത്തേക്കുള്ള മൊത്തം 
തുകയുടെ 5 % മേൽ കാല യ ള വി ലേക്ക് സെക രിറ്റി 
ഡെപ്പോസിറ്റായി നൽകേണ്ടതാണ്. ഇക്കാര്യത്തിന് താഴെ 
പറയുന്ന നിബ ന്ധ ന കൾ പാലിക്കേ ണ്ട താ ണ് . ദർഘാസ് 
പത്യേക കാരണം കൂടാതെ നിരാ ക രി ക്കു വാ നോ 
മാറ്റിവയ്ക്കുവാനോ ഉള്ള അധികാരം ആശുപത്രി സൂപ്രണ്ടിൽ 
നിക്ഷിപ് ത മാ ണ് . ദർഘാസ് സംബ ന്ധ മായ വിവ ര ങ്ങൾ 
ആശു പ്രതി ഓഫീസിൽനിന്നും പ്രവൃത്തി സമ യ ങ്ങ ളിൽ 
അറിയാവുന്നതാണ്. 

അടങ്കൽ തുക - ? 3,00,000 . 
നിരതദ്രവ്യം (1 %) - ? 3,000. 
ദർഘാസ് നമ്പരും തീയതിയും - എ3/ 4852/ 2017 , 29 - 8- 2019. 


Earnest Money Deposit — 1 % 
Price of Tender + GST Cash only 3 2,000 + 12 % GST. 

Superscription Tender Number should be specifically 
noted as No. A3 - 4852/ 2017. 

Date and time of closing of sale of tender forms — 
10 - 10 -2019 , 3 p . m . 

Date and time for receipt of tender - 10 -10 - 2019, 5 p. m . 

Date and time of opening of tender 
11-10 - 2019 , 3 p . m . 

Date up to which the rates are to be firm , 
One Year from the date of finalization . 

Address of office from which tender forms are to be 
attained and whom tender are to be sent 
Superintendent, Govt. General Hospital, Kozhikode-32 . 


Government General Hospital, 
Kozhikode . 


( Sd.) 
Superintendent. 


388 


8th Oct. 2019 ] 


STORES PURCHASE 


949 


technically disqualified bidders shall be returned to 
them . All prices quoted should be inclusive of all 
levies and taxes. Customs duty if any should be 
mentioned specifically. 
All the tenderers who quoted for the supply of 
above equipments are required to be ready for 
demonstration of equipments and the date of the 
same will be informed later. 


Police Department 

TENDER NOTICE 
No. C1- 8338/ 2019 /FSL . 

2nd September 2019 . 
Sealed tenders are invited for the “ Purchase of the 
undermentioned itemes for Audio Video Forensic Analysis 
Lab of FSL , Thiruvananthapuram ” for Forensic Science 
Laboratory , Thiruvananthapuram , so as to reach this office 
on or before 12 Noon on 9 - 10 - 2019 . Tender is invited 
under two bid system . 

Tender No . — 36 /2019 - 20 . 

Name of Item — Centrifuge with Variable Rotors 
(2 Nos.). 

Approximate price — 2,00 ,000 . 
EMD 2, 000 . 
Cost of tender form — 600 + 12 % G .S. T. + 1 % Cess . 

Date & time of tender opening — 10 - 10 - 2019 , 3 p . m . 
1 . The tenders should be superscribed with 

Tender number and details of the items 
and addressed to the Director, Forensic Science 
Laboratory , Thiruvananthapuram , Kerala -695 010 
( Tel No : 0471 2722155 ) . Late tenders will not be 
accepted . The tenders will be opened at the time 
mentioned above , in the presence of the tenderer 
or their authorized representatives (with proof of 
identity ) who may be present at that time. The 
sale of tender form will be closed at 12 Noon on 
9 - 10 - 2019 . 


6 . 


Intending tenderer may , on application to the 
Director, Forensic Science Laboratory , Kerala 
obtain requisite tender forms on which the tenders 
should be submitted or download the tender 
forms from the Kerala Police website 
www . keralapolice . gov . in . The tenderer who 
download forms should submit the required tender 
value as a Demand Draft along with the tender. 

Earnest Money Deposit (EMD ) should be 
furnished along with the tender. EMD may be 
submitted either in crossed Bank Drafts / Treasury 
Savings Bank Deposits /Government Promissory 
notes/Bank Guarantee or National Saving 
Certificates drawn in favour of Director, Forensic 
Science Laboratory , Thiruvananthapuram , 
Kerala -695 010 . The name of the firm and tender 
number should be mentioned in the reverse side 
of the EMD and tender cost. Firms which are 
exempted from furnishing EMD should produce a 
copy of relevant authorized document for 
verification . Without EMD , the tenders will be 
rejected . 


8 . 


2 . The tenders should be submitted in two separate 

parts containing Technical and Financial bids in 
separate sealed envelops clearly superscribed and 
should be put together in a large envelope , all 
envelopes sealed and superscribed with “ Tender 
No . and name of item . If any offer contains 
technical bids and financial bids together in one 
envelope , such offers shall be rejected outright. 
The rate is to be quoted in Indian Money . No 
advance payment can be made for procuring any 

of the above items. 
3 . The Opening of tenders — Technical bids of the 

offers received with requisite EMD or Bid security 
with samples will be opened on 10 - 10 -2019 
at 3 p . m . in the presence of the representatives of 
the firms who may be present at that time. 
All tenders received without EMD will be rejected 
outright. The technical bids will be evaluated by a 
Technical Evaluation Committee and those that 
do not conform to the specifications will be 
rejected . The financial bids of the technically 
qualified tenderers only will be considered for 
opening at a later date . The date for opening of 
financial bids will be itimated to the concerned 

suppliers via e -mail. Unopened financial bids of the 
Gaz . No . 40 /2019 /DTP ( Stores Purchase). 
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Intending tenderer also shall include charges for 
installation (of technical items), training of officers 
and on -site support for at least for 3 years as 
warranty . The charges for CMC/AMC /ATS for a 
period of 3 years thereafter may be incorporated in 
the tenders separately. 
Specification of the equipment shall be obtainable 
from Forensic Science Laboratory during working 
hours of FSL or from the Police website as 
mentioned above . The firms should also furnish 
the detailed specifications , make, brochures , 
technical support network in Kerala , etc . of the 
items along with tenders . The tenders without any 
detailed specifications of quoted items, brochures, 
make etc . will be rejected forthwith . The tenders 
without separate envelope and not superscribing 
the tender number etc. will be rejected . 
Preference will be given to the products submitted 
by the manufacturer or their authorized dealers 
having authorization from the original equipment 
manufacturer. Similarly preference will be given to 
the tenderer having experience of supplying 
similar/ same items to Govt. Departments or 
Organizations , for which the tenderer has to 
produce proof of purchase /installation /satisfaction 
of the customer. 


9 . 
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10 . In the case of Foreign Equipments, the rates are 

to be quoted in Indian Rupees also . Preference will 
be given to those who are ready to supply the 
item without opening Letter of Credit . Ordinarily , no 
advance payment will be made for procuring any 
of the above items. In case, advance payment has 
to be made, a clear case has to be made out by 
the tenderer. However this will be only in 

extraordinary circumstances. 
11. As the equipment is urgently required , the selected 

bidder will have to supply the item without loss of 
time preferably within one month . In case there is 
any delay in supplying the items due to any 
pressing circumstances, the tenderer must cite 

adequate , justifiable grounds in writings. 
12 . Samples will have to be submitted free of cost 

whenever necessary , which would be returned 
only after supply is effected . The firms should be 
ready to show live demonstration of technical 
equipments at their own risk and cost . 


6 . Display of RPM /RCF Value , remaining time, 
imbalance detection and safety cut off mechanism . 

7 . User definable acceleration and deceleration , time 
setting in the range of 30 to 510 seconds. 

8. 1 to 120 minutes with infinite mode and rotor 
selection . 

9. Solenoid safety lock , Lid with Gas spring for easy 
operation . 
10 . Sturdy and safe metal fabricated body. 

ROTOR FOR THE ABOVE 
(a ) 12 x 15ml Angle Rotor with lid , polypropylene 
tubes. Max . Speed 15000 RPM , Max . RCF 23670 x g . 

(b ) 8 x 25ml Angle Rotor with lid , polypropylene 
tubes. Max . Speed 15000 RPM , Max . RCF 24000 x g. 

(c ) 4 x 50ml Angle Rotor with lid , polypropylene 
tubes. Max . Speed 17000 RPM , Max . RCF 28600 x g . 

( d ) Should be provided with calibration certificate 
approved by NABL , Traceability certificate and CE 
certificate . 


Office of the Forensic Science Laboratory , 
Thiruvananthapuram . 


(Sd .) 
Director 


13 . Police Department is not liable to send any 

individual communication . Police Department is not 
responsible to return the samples after verification . 
The date of opening of the Financial bid will be 
communicated to the firms by e -mail . The firms 
should provide correct mail address for further 
communication . Any clarification /doubts regarding 
the specification or related matters pertaining to 
the items tendered may be got cleared through 
Manager FSL , C1 section (Phone 0471 2722155 ) or 
Director , FSL (0471 -2721533). 


NOTICE INVITING TENDER 
e -Government Procurement (e -GP ) 

(1) 
No . C1-8338 /2019 / FSL . 

3rd September 2019 . 
The Director, Forensic Science Laboratory, Kerala 
Police Department, Government of Kerala invites online 
bids from reputed manufacturers / authorized dealers or 
reputed vendors for the purchase of Forensic evidence 
finder (UFED cloud Analyzer for one year and 
3 year licence ), Forensic photo recovering software 
(R - studio ) and fred for Forensic Science Laboratory , 
Thiruvananthapuram . The bidders should comply with the 
following general conditions in addition to the additional 
conditions of the instant tender. 


14 . The Director , Forensic Science Laboratory is 

empowered to reject any tender without assigning 
any reason . 
CENTRIFUGE WITH VARIABLE ROTORS (2 No.) 


GENERAL 


1. High Sped Reserch Centrifuge with maintenance 
free Brush Less Induction Motor. 


2 . Max . capacity not to be less than 400 ml. 


3 . Centrifuge should have a RPM not to be less than 
20000 RPM & RCF not to be less than 34500 x g . 


1. The Bidder should be a reputed Original Equipment 

Manufacturers (OEM ) or authorized dealer of 
OEM , who is having an Authorization Certificate 
from the OEM to participate in the tender floated 
by Kerala Police . Certificate from the OEM for 

sales and service , to be produced . 
2 . One bidder cannot represent two suppliers /OEMs 

or quotes on their behalf in a particular tender. 
3 . The OEM /Bidder should have a well equipped 

service centre functioning in India (preferably in 
Kerala ) to cater to immediately after sales 
requirement; copy of service centre details must be 
enclosed along with tender document ( Preferably 
bidder should have a service centre in Kerala / 
South India ). 


4 . Variable Frequency Drive Advance Micro controller 
with soft touch key pad . 


5 . Equipment should have LCD display for the easy 
operation . 
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Last do 


4 . A reputed vendor can participate in the tender 

provided the vending outfit is functioning in the 

market for at least 10 years. 
5 . The bidder should have valid GST registration . 

Copy of GST registration certificate should be 

enclosed along with the tender. 
6 . The bidder should have valid PAN / Taxation Index 

Number. Copy of PAN / Taxation Index Number 
allocation letter should be enclosed along with the 
tender. 


Last date and time for online submission of 
e- tender — 9 - 10 - 2019, 12 Noon . 

Date and time of opening of e-tender — 10 -10- 2019 , 3 p . m . 

Place of opening - Forensic Science Laboratory , 
Thiruvananthapuram . 

Date , time and place of Technical Evaluation 
Will be informed later, Forensic Science Laboratory , 
Thiruvananthapuram . 

Bid validity ( Total Number of days upto which the 
rates are to be firm ) — 180 days. 

Address of Tender Inviting Authority 
Forensic Science Laboratory , Kerala , Vazhuthacaud, 
Thiruvananthapuram -695 010 ., Ph . 0471 2721533 , 
e-mail : dirfsl. pol @ kerala .gov.in , website: www .keralapolice.gov.in . 


7 . The bidder must fulfil the following minimum 

qualification criteria to prove the techno -commercial 
competence and submit the documents in support 
thereof: 


9 . 


(a ) 


Valid authorization letter from the OEM to 
attend this particular tender. 


(b ) Certificate of Registration /Incorporation 

Certificate of the Bidder. 


(c) 


Last 3 year s financial status of the Bidder ’s/ 
P & L and Balance Sheet/audit report of last 
3 years. 


10 . 


(d ) 


The bidder (authorized dealer/ distributor ) 
should have the dealership /distributionship 
for at least 3 (three ) continuous consecutive 
years with the OEM . 


(e) 


Mode of submission of bids: - Online. All bid 
documents shall be submitted only in 
online procedure through the e -GP website 
www .etenders.kerala .gov. in , in their designated 
online covers . Details of covers are given 
separately . No other mode of submission shall be 
accepted and such tenders will be rejected outright. 
Cover details:- No . of covers - 1. i) Technical Bid 
cum Financial Bid . The CMC/AMCIATS after 
warranty period also to be quoted in the Financial 
Bid . In the case of Foreign Equipments, the rate 
must be quoted in Indian Rupees. The documents 
to be uploaded under each online covers are 
specified in the website. 
Downloading of e-tender documents : — The tender 
document can be downloaded from the e -GP 
website www .etenders.kerala .gov.in from the date 
and time of publication of e - tender onwards to 
last date and time for online submission of 
e -tender. Downloading of tender documents will 
not be possible after the date specified above . 
Submission of e- tender documents: — The digitally 
signed tender document and other specified 
documents shall be submitted online through the 
e -GP website www .etenders.kerala . gov.in well in 
advance before the last date and time mentioned 
above . No submission shall be allowed after the 
last date mentioned above . 


The bidder has to submit a Warranty 
Certificate along with invoices. 


11 . 


(f) 


In case of a proprietary item , a certificate by 
the OEM to be attached . 


Tender No . — 37/2019 -20 . 

Item ( 1) Forensic Evidence Finder (UFED Clould 
Analyzer for one year and 3 year licence) — 1 No. 


( 2 ) Forensic photo recovering software 
(R -studio ) — 1 No. and FRED for Forensic Science 
Laboratory , Thiruvananthapuram — 1 No . 

Estimated Amount — 18 Lakhs. 
Tender Fees — 4 ,050 + Tax = 4 ,786 . 
Earnest Money Deposit — 18 ,000 . 

Date and time of publication of e -tender 
3-9 -2019 , 6 p . m . 

Date and time of submission of e - tender — 4 - 9 - 2019 , 
6 p . m . to 9 -10 -2019 , 12 Noon . 


Payment of Tender Fees: - A non -refundable tender 
fee shall be paid in online mode through the e-GP 
website www .etenders.kerala. gov. in at the time of 
bid submission . No other mode of payment shall 
be accepted . The tenders of bidders who do not 
remit fees through online will be rejected outright. 
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14. 


15 . 


16 . 


Payment of Earnest Money Deposit (EMD ): — The 19 . All bidders who participates in e -tender should 
EMD shall be paid in online mode through the 

produce hard copies of all relevant documents 
e -GP website www. etenders.kerala . gov .in at the time 

related to e - tender at the time of technical 
of bid submission . No other mode of remittance 

evaluation , without fail. 
shall be accepted . 

20 . Note to Bidders: 
Exemption from payment of EMD : — Bidders who 

(1) Bidders have to procure legally valid Digital 
are registered with Store Purchase Department, 
Kerala or National Small Scale Industries 

Certificate (Class III) as per Information 
Corporation Ltd ., New Delhi ( for the items 

Technology Act, 2000 for digitally signing their 
tendered ) are exempted from submission of EMD . 

electronic bids. Bidders can procure the same from 
Those bidders claiming exemption shall submit 

any of the license certifying authority of India . For 
valid registration certificate from the SPD , Kerala or 

more details, please visit the e -GP website 
NSSIC , New Delhi. 

www .etenders.kerala. gov.in . 
Tenders of bidders who do not remit EMD online 

Bidders are advised to note the Tender _ Id and 
or do not upload documental proof ( digitally 

Tender No. & Date for future reference . 
signed ) for exemption of EMD will be rejected 

All uploaded documents should contain the 
outright. 

signature and the office seal of the bidder / 
Withdrawal and re - submission of e - tender: — The 

authorized persons and should be digitally signed 
bidders are at liberty to withdraw the submitted 

while uploading. Documents uploaded without 
tender/documents and to submit fresh tender / 

digitally signing shall entitle rejection of the 
documents till the last date and time of submission 

tender. 
of the e -tender after which withdrawal/ 

In the case of foreign equipments, the rate should 
re - submission will not be allowed . 

be quoted in Indian Rupees. Preference will be 
Opening of e -tenders : — The bids shall be 

given to those who are ready to supply the item 
opened online through the e -GP website 

without opening letter of credit. Ordinarily , no 
www .etenders .kerala .gov .in at the Police 

advance payment will be made for procuring the 
Headquarters, Vazhuthacaud , Thiruvananthapuram 

above item . In case advance payment has to be 
on the date and time mentioned above in the 

made , a clear case has to be made out by the 
presence of the bidders/ authorized representatives 

tenderee . However this will be only on 
who wish to attend at the above address. If the 

extraordinary circumstances. 
tender opening date happens to be a holiday or 

(v ) For obtaining Digital Signature Certificate and help 
non -working day due to any valid reason , the 
tender opening process will be done on the next 

on e - tendering process, contact 
working day at the same time and place specified . 

Kerala State IT Mission , e -Government Procurement 
Any change in the opening date /time/venue due to 

PMU & Helpdesk , Basement floor of Pension 
other reasons shall be informed by way of 

Treasury Building, Uppalam Road , Statue, 
corrigendum published in the e - GP website . The 

Thiruvananthapuram ; Ph : 0471 - 2577088 , 
Technical Bids will be evaluated by a Technical 

2577188 ; Toll free No: 18002337315 ; 
Evaluation Committee and those that do not 

e -mail : etendershelp @ kerala . gov. in ; Website : 
conform to the specifications or to the satisfaction 

www . etenders.kerala .gov.in on all Government 
of the Committee will be rejected . 

working days from 9.30 a.m . to 5 . 30 p.m . 
The financial bids of the technically qualified 
tenderers only will be considered for opening . The 

The Director, Forensic Science Laboratory is 
date of opening of financial bids will be intimated 

empowered to reject any tender without assigning 
to the concerned technically qualified tenderers, 

any reason . 
over phone /Fax /e -mail. This will be within 7 to 10 

(vii ) For any clarifications regarding the terms and 
days of evaluation of technical bid . 

conditions in this tender notice or the tender 
Technical Evaluation : - All tenderers who quote for 

document, please contact Director, FSL , or 
the supply of above equipment are required to be 

Manager FSL , Thiruvananthapuram - 10 on all 
ready for live demonstration to be held in Forensic 

Government working days from 10 .30 a.m . to 
Science Laboratory , Tvpm . and date will be 

5p. m (Ph . No. 0471 - 2722136 ) (Ph . No. 0471 -2722155). 
informed later. In the event of firms not able to 

Note : — Bidders are advised to go through the conditions 
show live demonstration, they need to convince 

in the notice inviting tender and the tender 
the Technical Evaluation Committee about such 

document carefully and comply them to avoid 
inability and resort to documentary / power point 

outright rejection of their tender . 
presentation with original product brochures/CDs/ 
scale models/ videos /slide shows etc . to the utmost 

For any litigation relating to this order , the 
satisfaction of the Technical Evaluation Committee . jurisdiction will be Thiruvananthapuram City . 
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Specification 

(10 ) Support for Windows Storage Spaces , created by 

Windows 8/ 8. 1 and Windows 10 . 
1. Forensic Evidence finder (UFED Cloud Analyzer for 
1 year and 3 year licence ) 

(11) Support for Apple Software RAIDs 

(12 ) Support for Linux LVM / LVM2. 
(1) Allows for instant extraction , preservation 
and analysis of private social media accounts , 

(13) Support for RAID consistency checks. 
storage files and other content. 

(14 ) Support for Reverse RAIDs 
(2 ) Mobile -based extraction : - provides the access to 3. FRED 
private user cloud data legally . Utilizes login 

(1) Windows 8 .1 Professional (64 bit ) 
information extracted from the mobile device . 

(2) Also includes: DOS (Win 98 Standalone), SUSE 
(3 ) Username- based extraction : — Allows to log in the 

Professional Linux (64bit ) 
private -user cloud data considering usernames and (3) Hardware Write Blocking: Digital Intelligence Ultra 
passwords. The data is extracted from personal files, 

Bay Hardware Write -Blocker with touch screen 
contacts or through other discovery means. 

display : 
(4 ) Forensic data preservation : — Extract information from 

a. Integrated SATA Drive Write Blocker. 
cloud data sources while logging and tracing. 

b . Integrated SAS Drive Write Blocker. 
(5) Maintain data authenticity :– Each piece of extracted C. Integrated USB 3.0 /2.0 Write Blocker . 
data is marked separately and can be later compared 

d . Integrated Fire Wire IEEE 1394b Write Blocker etc . 
against its origin . 

(4) Digital Intelligence Integrated Forensic Media Card 
(6 ) Visualize data in a unified format: — Normalizes 

Reader-Read -Only and Read /Write switchable . 
different cloud service in a unified format and view . 

(5) Detailed System Specifications: 
The data is viewed in Timeline , File Thumbnails , 

ATX Tower Case 12 x 514” Bays 
Conducts or Maps format. 

1100 Watt Modular power supply 
(7) Report, share and export : — Creates and shares easy 

i7 Mother board with Intel X99 Chipset 
to read , PDF reports for data sets or filtered 
information . Exports extracted Data to other 7 PCI-Express 3.0 (x16 ) Slots 
analytical tools for deeper analysis and cross source 

8 ports Intel 6 Gb/s SATA Controller 
investigation with third party data . 

1 port Intel SATA Express Controller ( or 2 x SATA 
(8) Extensive cloud -based data sources: — Provides 6 Gb /s ports ) 
access to Major private cloud data sources 

1 port AS Media SATA Express Controller ( or 2 x 
including facebook , WhatsApp , Twitter , Dropbox SATA 6 Gb /s ports ) 
and Gmail. 

8 Channel High Defenition Audio CODEC featuring 
2 . Forensic photo recovering software ( R - Studio ) 

Crystal Sound 2 

2RJ45 LAN ports (Intel I 210 - AT, 1 x Gigabit LAN 
(1) Standard “ Windows Explorer ” style interface . 

Intel I218LM , 1 x Gigabit LAN Controllers) 
(2) Host OS : Windows XP, 2003 , Vista , 2008,7, Windows 

2eSATA 6 Gb/s ports- ASMedia controller 
2012 Server, Windows 8 /8 . 1/ 10 . 

14 USB 3 .0 /2.0 ports - 11 Back Mounted , 3 Front 
Remotely recovers data over network . Data can be 

Mounted 
recovered on network computers running Windows. 

2 USB 3 .1 ports-2 Back Mounted 
(4) Supported file systems; FAT 12 , FAT 16 , FAT32 , 1 Write Blocked USB 3.0 /2 .0 port -Front Mounted 
NTFS , NTFS5 , ex FAT, ReFS file system ( Resilient 

2 Fire Wire IEEE 1394b ( 800MB/ s) ports - 1 Back 
File System ), HFS , HFS + , HFSX , and FS1,UFS2 ,UFS 

Mounted , 1 Front Mounted (write Blocked ) 
Big Endian (used by the free BSD , open BSD and 

2 x Shock Mounted SATA Removable Hard Drive 
Net BSD operating systems). 

Bays ( IDE Capable ) 
(5) Support for known file types . 

4 x HotSwap Shock Mounted Universal (IDE /SATA 
(0 ) Scan process visualization . 

compatible ) Removable Hard Drive Bays 

BD - R /BD -RE /DVDÂ + RW /CDÂ + RW Blu -ray Burner 
(7) Mass file recovery support. 

Dual-Layer Combo Drive 
(8) Dynamic disk support. 

Extendable /Retractable Imaging Workshelf with 
(9) Software RAID , volume set , and stripe set support. 

integrated ventilation 
support for RAID 6 , RAID 5 , and RAID 4 layouts . 

Key Keyboard and Mouse Combo -Wireless 
Gaz. No . 40/ 2019 /DTP (Stores Purchase ). 
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(c ) 


Toolbox containing: Adapters, Cables , Digital 
Camera , Security Screwdriver set and OEM 
Documents . 


(d ) 


Software included : Symantec Ghost, CD Authoring 
Software , DRIVESPY, IMAGE , PDWIPE , PART and 
PD BLOCK . 


Last 3 year s financial status of the Bidder s/ 
P & L and Balance Sheet/audit report of last 
3 years. 
The bidder (authorized dealer/distributor ) 
should have the dealership /distributionship 
for at least 3 (three ) continuous consecutive 
years with the OEM . 
The Bidder has to submit a Warranty 
Certificate along with invoices . 
In case of a proprietary item , a certificate by 
the OEM to be attached . 


(e ) 


(f) 


No. C1-8338 /2019 /FSL . 

31st August 2019. 
The Director, Forensic Science Laboratory, Kerala 
Police Department, Government of Kerala invites online 
bids from reputed manufacturers/ authorized dealers or 
reputed vendors for the Automatic TLC Plate Coater for 
Forensic Science Laboratory , Thiruvananthapuram . The 
bidders should comply with the following general 
conditions in addition to the additional conditions of the 
instant tender. 


GENERAL 
1 . The Bidder should be a reputed Original Equipment 

Manufacturers (OEM ) or authorized dealer of 
OEM , who is having an Authorization Certificate 
from the OEM to participate in the tender floated 
by Kerala Police . Certificate from the OEM for 

sales and service , to be produced . 
2 . One bidder can not represent two suppliers/OEMS 

or quotes on their behalf in a particular tender. 
3 . The OEM /Bidder should have a well equipped 

service centre functioning in India (preferably in 
Kerala ) to cater to immediately after sales 
requirement; copy of Service Centre details must 
be enclosed along with Tender document . 
( Preferably bidder should have a Service Centre in 
Kerala /South India ). 


Tender No . and date — Tender No . 34 / 2019 - 20 , 
dated 31-8 - 2019 . 

Item — Automatic TLC Plate Coater. 
Quantity — 1 No . 
Estimated Amount — * 10 Lakhs. 

Tender Fees — 1,875 + Tax = 2,216 ( Two thousand 
two hundred and sixteen only). 

Earnest Money Deposit — 10 , 000 ( Ten thousand 
only ). 

Date and time of publication of e -tender 
31-8 -2019 , 6 p . m . 

Date and time of submission of e -tender _ 2 - 9 -2019 , 
6 p. m . to 9 - 10 - 2019 , 12 Noon . 

Last date and time for online submission of 
e -tender — 9 - 10 - 2019 , 12 Noon . 

Date and time of opening of e- tender — 10 -10 -2019, 3 p. m . 

Place of opening - Forensic Science Laboratory, 
Thiruvananthapuram . 

Date , Time and Place of Technical Evaluation 
Will be informed later, Forensic Science Laboratory , 
Thiruvananthapuram . 

Bid Validity ( Total Number of Days up to which the 
rates are to be firm ) — 180 days. 

Address of Tender Inviting Authority , 
Forensic Science Laboratory , Kerala , Vazhuthacaud , 
Thiruvananthapuram -695 010 , Ph : 0471 2721533 , 
e-mail: dirfsl.pol @ kerala @ gov. in ,Website : www.keralapolice.gov. in . 
9. Mode of submission of bids — Online . All Bid 

documents shall be submitted only in 
online procedure through the e -GP website 
www . etenders. kerala . gov . in in their designated 
online covers. Details of covers are given 
separately. No other mode of submission shall be 
accepted and such tenders will be rejected outright. 
Cover details: — No. of covers - 2. (i) Technical Bid 
and Financial Bid . The CMC / AMC / ATS after 
warranty period also to be quoted in the Financial 
Bid . In the case of Foreign Equipments , the rate 
must be quoted in Indian Rupees. The documents 
to be uploaded under each online covers are 
specified in the website . 


4 . A reputed vendor can participate in the tender 

provided the vending outfit is functioning in the 

market for at least 10 years . 
5 . The Bidder should have valid GST registration . 

Copy of GST registration certificate should be 

enclosed along with the tender. 
6 . The bidder should have valid PAN / Taxation Index 

Number. Copy of PAN / Taxation Index Number 
allocation letter should be enclosed along with the 

tender. 
7 . The Bidder must fulfil the following minimum 

qualification criteria to prove the techno -commercial 
competence and submit the documents in support 
thereof: 


10 . 


(a ) 


Valid Authorization letter from the OEM to 
attend this particular tender . 
Certificate of Registration /Incorporation 
Certificate of the Bidder. 


(b ) 
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11. 


Downloading of e - Tender documents: — The tender 
document can be downloaded from the 
e -GP website www .etenders,kerala . gov.in from the 
date and time of publication of e -tender onwards 
to last date and time for online submission of 
e -tender. Downloading of tender documents will 
not be possible after the date specified above . 
Submission of e - Tender documents: — The digitally 
signed tender document and other specified 
documents shall be submitted online through the e-GP 
website www . etenders.kerala . gov .in well in advance 
before the last date and time mentioned above. No 
submission shall be allowed after the last date 
mentioned above. 


13 . 


Payment of Tender Fees: - A non -refundable tender 
fee shall be paid in online mode through the e -GP 
website www .etenders.kerala . gov. in at the time of 
bid submission . No other mode of payment shall 
be accepted . The tenders of bidders who do not 
remit fees through online will be rejected outright. 
Payment of Earnest Money Deposit (EMD ): — The 
EMD shall be paid in online mode through the 
e -GP website www . etenders.kerala. gov.in at the time 
of bid submission . No other mode of remittance 
shall be accepted . 


Any change in the opening date/ time/venue due to 
other reasons shall be informed by way of 
Corrigendum published in the e - GP website . The 
Technical Bids will be evaluated by a Technical 
Evaluation Committee and those that do not 
conform to the specifications or to the satisfaction 
of the Committee will be rejected . 
The financial bids of the Technically qualified 
Tenderers only will be considered for opening . The 
date of opening of financial bids will be intimated 
to the concerned technically qualified tenderers, 
over phone/ Fax /e -mail. This will be within 7 to 10 
days of evaluation of technical bid . 
Technical Evaluation : — All tenderers who quote for 
the supply of above equipment are required to be 
ready for live demonstration to be held in Forensic 
Science Laboratory , Tvpm and date will be 
informed later. In the event of firms not able to 
show live demonstration , they need to convince 
the Technical Evaluation Committee about such 
inability and resort to documentary / power point 
presentation with original product brochures /CDs/ 
scale models/videos/slide shows etc . to the utmost 
satisfaction of the Technical Evaluation Committee . 

The Technical Evaluation Committee . 
19. All bidders who participates in e - tender should 

produce hard copies of all relevant documents 
related to e -tender at the time of technical 
evaluation , without fail. 
Note to Bidders: 
Bidders have to procure legally valid Digital 
Certificate (Class III) as per Information 
Technology Act, 2000 for digitally signing their 
electronic bids. Bidders can procure the same from 
any of the license certifying authority of India . For 
more details , please visit the e -GP website 

www . etenders.kerala .gov.in . 
(ii ) Bidders are advised to note the Tender_ Id and 

Tender No. & Date for future reference . 


14 . 


16 . 


Exemption from payment of EMD : — Bidders who 
are registered with Store Purchase Department, 
Kerala or National Small Scale Industries 
Corporation Ltd ., New Delhi (for the items 
tendered ) are exempted from submission of EMD. 
Those bidders claiming exemption shall submit 
valid registration certificate from the SPD , Kerala or 
NSSIC , New Delhi. 
Tenders of bidders who do not remit EMD online 
or do not upload documental proof (digitally 
signed ) for exemption of EMD will be rejected 
outright. 
Withdrawal and re- submission of e - Tender: The 
Bidders are at liberty to withdraw the submitted 
tender /documents and to submit fresh tender / 
documents till the last date and time of submission 
of the e - Tender after which withdrawal/ 
re- submission will not be allowed . 
Opening of e - Tenders : — The bids shall be 
opened online through the e -GP website 
www . etenders .kerala .gov .in at the Police 
Headquarters, Vazhuthacaud, Thiruvananthapuram 
on the date and time mentioned above in the 
presence of the Bidders /authorized representatives 
who wish to attend at the above address. If the 
tender opening date happens to be a holiday or 
non -working day due to any valid reason , the 
tender opening process will be done on the next 
working day at the same time and place specified . 


(iii ) All uploaded documents should contain the 

signature and the office seal of the bidder / 
authorized persons and should be digitally signed 
while uploading. Documents uploaded without 
digitally signing shall entitle rejection of the 

tender. 
(iv ) In the case of foreign equipments, the rate should 

be quoted in Indian Rupees . Preference will be 
given to those who are ready to supply the item 
without opening letter of credit . Ordinarily, no 
advance payment will be made for procuring the 
above item . In case advance payment has to be 
made, a clear case has to be made out by the 
tenderee. However this will be only on 

extraordinary circumstances . 
(v) For obtaining Digital Signature Certificate and help 

on e - tendering process , contact 


395 


956 


KERALA GAZETTE 


[ PART III 


Kerala State IT Mission , e-Government Procurement 
PMU & Helpdesk , Basement floor of Pension 
Treasury Building, Uppalam Road , Statue , 
Thiruvananthapuram ; Ph : 0471 - 2577088 , 
2577188 ; Toll free No : 18002337315 ; 
e -mail: etendershelp @ kerala . gov. in ; Website : 
www .etenders. kerala . gov. in on all Government 

working days from 9 .30 a.m . to 5 . 30 p .m . 
(vi) The Director, Forensic Science Laboratory is 

empowered to reject any tender without assigning 

any reason . 
( vii) For any clarifications regarding the terms and 

conditions in this tender notice or the tender 
document, please contact Director, FSL , or 
Manager FSL , Thiruvananthapuram - 10 on all 
Government working days from 10 .30 a.m . to 

5pm (Ph. No. 0471-2722136) (Ph . No. 0471-2722155). 
Note : -Bidders are advised to go through the conditions 

in the notice inviting tender and the tender 
document carefully and comply them to avoid 

outright rejection of their tender. 

For any litigation relating to this order, the 
jurisdiction will be Thiruvananthapuram City. 

Automatic TLC Plate Coater 
2 . Fully automatic complete system with motor, 

an adjustable gate for layer thickness 

(0 .20mm /0 .25 mm )/ better 
3. One plate holder for minimum eight 20 cm X 20 cm 

plates. 
4. Suitable for routine work . 
All necessary accessories for the full Fledge working of 
the instrument to be supplied . 


2 . One bidder can not represent two suppliers/OEMs 

or quotes on their behalf in a particular tender . 
3. The OEM / Bidder should have a well equipped 

service centre functioning in India (preferably in 
Kerala ) to cater to immediately after sales 
requirement; copy of Service Centre details must 
be enclosed along with Tender document. 
(Preferably bidder should have a Service Centre in 

Kerala /South India ). 
4 . A reputed vendor can participate in the tender 

provided the vending outfit is functioning in the 

market for at least 10 years . 
5 . The Bidder should have valid GST registration . 

Copy of GST registration certificate should be 

enclosed along with the tender. 
6 . The bidder should have valid PAN / Taxation Index 

Number. Copy of PAN / Taxation Index Number 
allocation letter should be enclosed along with the 

tender. 
7 . The Bidder must fulfil the following minimum 

qualification criteria to prove the techno - commercial 
competence and submit the documents in support 
thereof: 


(a ) 


(b ) 


(c ) 


Valid Authorization letter from the OEM to 
attend this particular tender. 
Certificate of Registration / Incorporation 
Certificate of the Bidder. 
Last 3 year s financial status of the Bidder s/ 
P & L and Balance Sheet/audit report of last 
3 years. 
The bidder (authorized dealer /distributor ) 
should have the dealership /distributionship 
for at least 3 (three ) continuous consecutive 
years with the OEM . 
The Bidder has to submit a Warranty 
Certificate along with invoices . 


(d ) 


(3 ) 


(e) 


(f) 


In case of a proprietary item , a certificate by 
the OEM to be attached . 


No. C1-8338 / 2019 /FSL . 

31st August 2019 . 
The Director, Forensic Science Laboratory , Kerala 
Police Department, Government of Kerala invites online 
bids from reputed manufacturers/ authorized dealers or 
reputed vendors for the Pour Point Apparatus for Forensic 
Science Laboratory , Thiruvananthapuram . The bidders 
should comply with the following general conditions in 
addition to the additional conditions of the instant tender. 


GENERAL 


Tender No . and date — Tender No. 35 /2019 - 20 , 
dated 31-8 -2019 . 

Item — Pour Point Apparatus. 
Quantity — 1 No. 
Estimated Amount - 28 Lakhs. 

Tender Fees — 5,250 + Tax = 6 ,204 (Six thousand 
two hundred and four only ). 

Earnest Money Deposit — 28 ,000 ( Twenty eight 
thousand only ). 

Date and time of publication of e - tender 
31 -8 -2019 , 6 p. m . 


1. The Bidder should be a reputed Original Equipment 

Manufacturers (OEM ) or authorized dealer of 
OEM , who is having an Authorization Certificate 
from the OEM to participate in the tender floated 
by Kerala Police . Certificate from the OEM for 
sales and service , to be produced . 
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15. 


Exemption from payment of EMD : — Bidders who 
are registered with Store Purchase Department, 
Kerala or National Small Scale Industries 
Corporation Ltd ., New Delhi ( for the items 
tendered ) are exempted from submission of EMD . 
Those bidders claiming exemption shall submit 
valid registration certificate from the SPD , Kerala or 
NSSIC , New Delhi. 


16 . 


Tenders of bidders who do not remit EMD online 
or do not upload documental proof (digitally 
signed ) for exemption of EMD will be rejected 
outright. 
Withdrawal and re - submission of e - Tender: — The 
Bidders are at liberty to withdraw the submitted 
tender/ documents and to submit fresh tender / 
documents till the last date and time of submission 
of the e - Tender after which withdrawal/ 
re- submission will not be allowed . 


17 . 


Date and time of submission of e -tender — 2 - 9- 2019 , 
6 p . m . to 9 - 10 - 2019 , 12 Noon . 

Last date and time for online submission of 
e-tender — 9 - 10 -2019 , 12 Noon . 

Date and time of opening of e-tender - 10 - 10 -2019, 3 p. m . 

Place of opening - Forensic Science Laboratory , 
Thiruvananthapuram . 

Date , Time and Place of Technical Evaluation 
Will be informed later, Forensic Science Laboratory , 
Thiruvananthapuram . 

Bid Validity (Total Number of Days up to which the 
rates are to be firm ) — 180 days. 

Address of Tender Inviting Authority 
Forensic Science Laboratory , Kerala , Vazhuthacaud , 
Thiruvananthapuram -695 010 , Ph : 0471 2721533 , 
e-mail: dirfsl.pol @ kerala @ gov.in, Website : www .keralapolice.gov.in . 
9. Mode of submission of bids — Online. All Bid 

documents shall be submitted only in 
online procedure through the e -GP website 
www . etenders .kerala. gov .in in their designated 
online covers . Details of covers are given 
separately . No other mode of submission shall be 
accepted and such tenders will be rejected outright. 
Cover details: — No. of covers - 2 . i) Technical Bid 
cum Financial Bid . The CMC/ AMC /ATS after 
warranty period also to be quoted in the Financial 
Bid . In the case of Foreign Equipments , the rate 
must be quoted in Indian Rupees . The documents 
to be uploaded under each online covers are 
specified in the website . 
Downloading of e - Tender documents: — The tender 
document can be downloaded from the 
e -GP website www .etenders.kerala . gov.in from the 
date and time of publication of e - tender onwards 
to last date and time for online submission of 
e - tender. Downloading of tender documents will 
not be possible after the date specified above . 
Submission of e - Tender documents: — The digitally 
signed tender document and other specified 
documents shall be submitted online through the 
e -GP website www . etenders .kerala . gov. in well in 
advance before the last date and time mentioned 
above . No submission shall be allowed after the 

last date mentioned above . 
13 . Payment of Tender Fees : - A non -refundable tender 

fee shall be paid in online mode through the e -GP 
website www .etenders .kerala . gov. in at the time of 
bid submission . No other mode of payment shall 
be accepted . The tenders of bidders who do not 
remit fees through online will be rejected outright. 
Payment of Earnest Money Deposit (EMD ): — The 
EMD shall be paid in online mode through the 
e -GP website www .etenders.kerala. gov.in at the time 
of bid submission . No other mode of remittance 

shall be accepted . 
Gaz. No. 40/2019 /DTP (Stores Purchase ). 
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Opening of e - Tenders : The bids shall be 
opened online through the e -GP website 
www . etenders .kerala . gov. in at the Police 
Headquarters, Vazhuthacaud , Thiruvananthapuram 
on the date and time mentioned above in the 
presence of the Bidders /authorized representatives 
who wish to attend at the above address. If the 
tender opening date happens to be a holiday or 
non -working day due to any valid reason , the 
tender opening process will be done on the next 
working day at the same time and place specified . 
Any change in the opening date/ time/venue due to 
other reasons shall be informed by way of 
Corrigendum published in the e - GP website . The 
Technical Bids will be evaluated by a Technical 
Evaluation Committee and those that do not 
conform to the specifications or to the satisfaction 
of the Committee will be rejected . 
The financial bids of the Technically qualified 
Tenderers only will be considered for opening. The 
date of opening of financial bids will be intimated 
to the concerned technically qualified tenderers, 
over phone/ Fax /e -mail. This will be within 7 to 10 
days of evaluation of technical bid . 
Technical Evaluation : — All tenderers who quote for 
the supply of above equipment are required to be 
ready for live demonstration to be held in Forensic 
Science Laboratory , Tvpm and date will be 
informed later. In the event of firms not able to 
show live demonstration , they need to convince 
the Technical Evaluation Committee about such 
inability and resort to documentary / power point 
presentation with original product brochures/ CDs/ 
scale models/videos/slide shows etc . to the utmost 
satisfaction of the Technical Evaluation Committee . 
The Technical Evaluation Committee . 


18. 
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Pour Point Apparatus 


All bidders who participates in e -tender should 
produce hard copies of all relevant documents 
related to e - tender at the time of technical 
evaluation , without fail . 


1. Determination of Pour Point by Automatic Tilt 

Method 


Instrument should be fully automatic according to D 
5950, ASTM D 97 and IP 15 method for analysis of 
Pour point of diesel, petroleum products etc . 


3. It should have automatic calibration features 


4. Test jar should have same dimensions and volume 

as described by the standard test method 


5 . Cooling system should be integrated gas CFC free 

motor compressors (Single /Double stage )/better 
6 . Temperature measuring resolution must be 10 C or 

less than 10 C 


7 . Temperature Range:- 105° C to 50° C /better 
8 . Tilt interval: 1° C or 3° C /better 


9. Temperature Accuracy : + 0 . 1° C 
10. Should have good precision , repeatability and 

reproducibility 
11 Measuring Temperature Probe: Pt 100 metal probe / 


better 


20 . Note to Bidders: 

Bidders have to procure legally valid Digital 
Certificate (Class III) as per Information 
Technology Act, 2000 for digitally signing their 
electronic bids. Bidders can procure the same from 
any of the license certifying authority of India . For 
more details , please visit the e -GP website 

www .etenders .kerala .gov. in . 
(ii ) Bidders are advised to note the Tender_ Id and 

Tender No. & Date for future reference. 
All uploaded documents should contain the 
signature and the office seal of the bidder/ 
authorized persons and should be digitally signed 
while uploading. Documents uploaded without 
digitally signing shall entitle rejection of the 

tender. 
(iv) In the case of foreign equipments, the rate should 

be quoted in Indian Rupees. Preference will be 
given to those who are ready to supply the item 
without opening letter of credit . Ordinarily, no 
advance payment will be made for procuring the 
above item . In case advance payment has to be 
made , a clear case has to be made out by the 
tenderee . However this will be only on 
extraordinary circumstances. 
For obtaining Digital Signature Certificate and help 
on e - tendering process, contact 
Kerala State IT Mission , e -Government Procurement 
PMU & Helpdesk , Basement floor of Pension 
Treasury Building, Uppalam Road, Statue, 
Thiruvananthapuram ; Ph : 0471 - 2577088 , 
2577188 ; Toll free No : 18002337315 ; 
e -mail: etendershelp @ kerala . gov. in ; Website : 
www . etenders .kerala . gov. in on all Government 

working days from 9 . 30 a . m . to 5 . 30 p . m . 
(vi) The Director, Forensic Science Laboratory is 

empowered to reject any tender without assigning 

any reason . 
(vii) For any clarifications regarding the terms and 

conditions in this tender notice or the tender 
document, please contact Director, FSL , or 
Manager FSL , Thiruvananthapuram - 10 on all 
Government working days from 10 . 30 a .m . to 

5pm (Ph . No . 0471- 2722136 ) (Ph. No . 0471- 2722155). 
Note : - Bidders are advised to go through the conditions 

in the notice inviting tender and the tender 
document carefully and comply them to avoid 

outright rejection of their tender . 

For any litigation relating to this order, the 
jurisdiction will be Thiruvananthapuram City . 


( v ) 


12 . Colour touch screen Display 
13 . Should have good safety features 
14. USB port for computer connectivity 
15 . It should have more storage capacity 
16 . It should be capable to save all analysis parameters, 

data processing parameters and report format. 
17. All necessary accessories for the full Fledge 

working of the instrument to be supplied . 
18 . Pure reference samples should be supplied along 

with instrument. 


Should be provided with calibration certificate , 
Traceability certificate and CE certificate as per NABL 
requirements. 


(4 ) 


No. C1-8338 /2019 /FSL . 

31st August 2019 . 
The Director, Forensic Science Laboratory , Kerala 
Police Department, Government of Kerala invites online 
bids from reputed manufacturers /authorized dealers or 
reputed vendors for the Rotary Evaporator and 
Accessories Forensic Science Laboratory , 
Thiruvananthapuram . The bidders should comply with the 
following general conditions in addition to the additional 
conditions of the instant tender. 
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GENERAL 


1. The Bidder should be a reputed Original Equipment 

Manufacturers (OEM ) or authorized dealer of 
OEM , who is having an Authorization Certificate 
from the OEM to participate in the tender floated 
by Kerala Police. Certificate from the OEM for 

sales and service , to be produced . 
2 . One bidder can not represent two suppliers/OEMS 

or quotes on their behalf in a particular tender. 
3 . The OEM / Bidder should have a well equipped 

service centre functioning in India (preferably in 
Kerala ) to cater to immediately after sales 
requirement; copy of Service Centre details must 
be enclosed along with Tender document . 
( Preferably bidder should have a Service Centre in 
Kerala / South India ). 


Tender Fees — 1,500 + Tax = * 1,773. 
Earnest Money Deposit — 6 ,000 . 

Date and time of publication of e - tender 
31-8- 2019 , 6 p. m . 

Date and time of submission of e -tender — 2 -9 - 2019 , 
6 p . m . to 9 - 10 -2019 , 12 Noon . 

Last date and time for online submission of 
e- tender — 9- 10 -2019 , 12 Noon . 

Date and time of opening of e- tender — 10 - 10 - 2019, 3 p. m . 

Place of opening - Forensic Science Laboratory , 
Thiruvananthapuram . 

Date , Time and Place of Technical Evaluation 
Will be informed later, Forensic Science Laboratory , 
Thiruvananthapuram . 

Bid Validity ( Total Number of Days up to which the 
rates are to be firm ) — 180 days. 

Address of Tender Inviting Authority , 
Forensic Science Laboratory , Kerala , Vazhuthacaud , 
Thiruvananthapuram - 695 010 , Ph : 0471 2721533 , 
email: dirfsl.pol @ kerala @ gov.in ,Website :www .keralapolice.gov .in . 
9 . Mode of submission of bids — Online. All Bid 

documents shall be submitted only in 
online procedure through the e -GP website 
www .etenders .kerala.gov. in . in their designated 
online covers . Details of covers are given 
separately. No other mode of submission shall be 
accepted and such tenders will be rejected outright. 


4 . A reputed vendor can participate in the tender 

provided the vending outfit is functioning in the 

market for at least 10 years. 
5 . The Bidder should have valid GST registration . 

Copy of GST registration certificate should be 

enclosed along with the tender. 
6 . The bidder should have valid PAN / Taxation Index 

Number. Copy of PAN / Taxation Index Number 
allocation letter should be enclosed along with the 
tender. 


10 . 


Cover details : — No. of covers - 2 . (i) Technical Bid 
and Financial Bid . The CMC/AMC /ATS after 
warranty period also to be quoted in the Financial 
Bid . In the case of Foreign Equipments, the rate 
must be quoted in Indian Rupees . The documents 
to be uploaded under each online covers are 
specified in the website . 


7 . The Bidder must fulfil the following minimum 

qualification criteria to prove the techno -commercial 
competence and submit the documents in support 
thereof: 
(a) Valid Authorization letter from the OEM to 

attend this particular tender. 
(b ) Certificate of Registration /Incorporation 

Certificate of the Bidder. 
(c) Last 3 year s financial status of the Bidder’s/ 

P & L and Balance Sheet/ audit report of last 

3 years. 
(d ) The bidder (authorized dealer /distributor) 

should have the dealership /distributionship 
for at least 3 (three) continuous consecutive 

years with the OEM . 
(e) The Bidder has to submit a Warranty 

Certificate along with invoices. 
(f) In case of a proprietary item , a certificate by 

the OEM to be attached . 


11. 


Downloading of e - Tender documents: — The tender 
document can be downloaded from the 
e -GP website www . etenders.kerala . gov.in from the 
date and time of publication of e -tender onwards 
to last date and time for online submission of 
e -tender. Downloading of tender documents will 
not be possible after the date specified above . 
Submission of e - Tender documents: — The digitally 
signed tender document and other specified 
documents shall be submitted online through the 
e -GP website www .etenders .kerala.gov. in well in 
advance before the last date and time mentioned 
above. No submission shall be allowed after the 
last date mentioned above . 


Tender No. — 32 /2019- 20 . 
Item - Rotary Evaporator and Accessories. 
Quantity — 1 No . 
Estimated Amount, * 6 Lakhs. 
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13 . 


18 . 


Payment of Tender Fees : - A non -refundable tender 
fee shall be paid in online mode through the e -GP 
website www .etenders.kerala. gov . in at the time of 
bid submission . No other mode of payment shall 
be accepted . The tenders of bidders who do not 
remit fees through online will be rejected outright. 
Payment of Earnest Money Deposit ( EMD ): — The 
EMD shall be paid in online mode through the e 
GP website www . etenders.kerala .gov . in at the time 
of bid submission . No other mode of remittance 
shall be accepted . 


14 . 


Technical Evaluation : — All tenderers who quote for 
the supply of above equipment are required to be 
ready for live demonstration to be held in Forensic 
Science Laboratory , Tvpm and date will be 
informed later. In the event of firms not able to 
show live demonstration , they need to convince 
the Technical Evaluation Committee about such 
inability and resort to documentary / power point 
presentation with original product brochures/CDs/ 
scale models/videos /slide shows etc . to the utmost 
satisfaction of the Technical Evaluation Committee . 
All bidders who participates in e -tender should 
produce hard copies of all relevant documents 
related to e -tender at the time of technical 
evaluation , without fail . 


19 . 


15 . 


Note to Bidders: 
Bidders have to procure legally valid Digital 
Certificate (Class III) as per Information 
Technology Act, 2000 for digitally signing their 
electronic bids. Bidders can procure the same from 
any of the license certifying authority of India . For 
more details , please visit the e -GP website 

www .etenders.kerala .gov. in . 
( ii) Bidders are advised to note the Tender _ Id and 

Tender No. & Date for future reference . 
All uploaded documents should contain the 
signature and the office seal of the bidder / 
authorized persons and should be digitally signed 
while uploading. Documents uploaded without 
digitally signing shall entitle rejection of the 
tender. 


( iii) 


A 


17 . 


Exemption from payment of EMD : — Bidders who 
are registered with Store Purchase Department, 
Kerala or National Small Scale Industries 
Corporation Ltd ., New Delhi (for the items 
tendered) are exempted from submission of EMD . 
Those bidders claiming exemption shall submit 
valid registration certificate from the SPD , Kerala or 
NSSIC , New Delhi. 
Tenders of bidders who do not remit EMD online 
or do not upload documental proof (digitally 
signed ) for exemption of EMD will be rejected 
outright. 
Withdrawal and re - submission of e - Tender: The 
Bidders are at liberty to withdraw the submitted 
tender/documents and to submit fresh tender / 
documents till the last date and time of submission 
of the e - Tender after which withdrawal/ 
re - submission will not be allowed . 
Opening of e - Tenders : — The bids shall be 
opened online through the e -GP website 
www . etenders .kerala . gov.in at the Police 
Headquarters, Vazhuthacaud, Thiruvananthapuram 
on the date and time mentioned above in the 
presence of the Bidders/authorized representatives 
who wish to attend at the above address . If the 
tender opening date happens to be a holiday or 
non -working day due to any valid reason , the 
tender opening process will be done on the next 
working day at the same time and place specified . 
Any change in the opening date/ time/venue due to 
other reasons shall be informed by way of 
Corrigendum published in the e- GP website . The 
Technical Bids will be evaluated by a Technical 
Evaluation Committee and those that do not 
conform to the specifications or to the satisfaction 
of the Committee will be rejected . 
The financial bids of the Technically qualified 
Tenderers only will be considered for opening . The 
date of opening of financial bids will be intimated 
to the concerned technically qualified tenderers , 
over phone/ Fax /e -mail. This will be within 7 to 10 
days of evaluation of technical bid . 


( iv ) In the case of foreign equipments, the rate should 

be quoted in Indian Rupees. Preference will be 
given to those who are ready to supply the item 
without opening letter of credit. Ordinarily , no 
advance payment will be made for procuring the 
above item . In case advance payment has to be 
made, a clear case has to be made out by the 
tenderee. However this will be only on 

extraordinary circumstances . 
(v ) For obtaining Digital Signature Certificate and help 

on e- tendering process , contact 
Kerala State IT Mission , e -Government Procurement 
PMU & Helpdesk , Basement floor of Pension 
Treasury Building , Uppalam Road , Statue, 
Thiruvananthapuram ; Ph : 0471 - 2577088 , 
2577188 ; Toll free No : 18002337315 ; 
e -mail: etendershelp @ kerala . gov . in ; Website : 
www .etenders .kerala . gov .in on all Government 

working days from 9 .30 a.m . to 5 .30 p.m . 
(vi) The Director, Forensic Science Laboratory is 

empowered to reject any tender without assigning 
any reason. 
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21. Vacuum pump should have integrated vacuum 

controller 


(vii) For any clarifications regarding the terms and 

conditions in this tender notice or the tender 
document, please contact Director, FSL , or 
Manager FSL , Thiruvananthapuram - 10 on all 
Government working days from 10 .30 a.m . to 
5p .m (Ph . No. 0471 - 2722136 ) (Ph . No. 0471 -2722155). 


22. Vacuum pump should have solvent library for the 

easy operation 


· Equipment should the capability to work on both 

automatic and manual mode for performing the 

pumping, evacuation & cleaning function 
24 . Pump should have a downstream vacuum safety 

emission condenser for protecting the laboratory 
employees and the environment from harmful 
exhaust air. 


· Ceramic A1, 0 , vacuum sensor preferred 


26. Housing material should be alu - cast coating / 

thermoplastic polymer and the material in contact 
with the medium should be A1, 02, PTFE , FPM , PPS 


27 . Vacuum pump should have RS 232 interface & USB 

Interface 


28 . PID control based Re- circulating chiller 


29 . Temperature range should be - 10° to RT 


30 . Filling volume not to be less than 8 Lit 


31. The equipment should have 0 . 1°C setting /display 

resolution 


Note : - Bidders are advised to go through the conditions 

in the notice inviting tender and the tender 
document carefully and comply them to avoid 

outright rejection of their tender . 

For any litigation relating to this order, the 
jurisdiction will be Thiruvananthapuram City . 
Rotary Evaporator and Accessories 

1. Vertical type of cooling 
2. DC brushless motor drive with speed range of 20 -280 rpm 
3. Manual Control of heating bath , vacuum pump, 

chiller and drive rotation speed 
4 . Minimum 1500 cm² cooling surface area for better 

recovery rate 
5. Clock Wise & Counter Clock Wise Rotation with 

interval option for faster powder drying 
6. Motorised lift with safety stop function preferred 
7. Minimum stroke should be 140 mm 
8 . Timer function and RS 232 interface for software 

connectivity 
9 . IR communication with heating bath which auto 

power off and avoids wired communications 
10. Heating Temperature range of RT to 180°C for water 

and oil bath application 
11. Bath capacity of 4 liters or more ; bath with lower 

volume heat faster, saves time and energy 
12. Heating bath can accommodate upto 3 liters of 

evaporation and receiving flask 
13. Heating bath should have heat control accuracy of 

+ 1 K or less 
14 . Safety temperature circuit and Dry Run protection of 

heating bath 
15 . Locking function of heating bath for avoiding 

accidental changes of settings 
16 . Heating bath can be used as standalone unit for 

different applications 
17 . Heat output not to be less than 1350 W 
18 . IP 20 protection class according to DIN EN 60529 
19. 4 -Chamber membrance vacuum pump with TFT 

display & Timer 
20 . Suction performance not to be less than 22 Lit /Min 

at a minimum of 2 mbar 


32. It should have a maximum pump flow rate of 15LPM 
33. It should have an easy to read temperature screen 

with status and audio -visual alarms. 


34 . Equipment should have auto - restart on power 

resumption 


Should have continuous operations 


. Equipment should have a cooling capacity of 400W 


at 20°C 


37. Equipment should be supplied with extracting 

flasks having capacity 5ml, 20ml, 25ml, 50ml, 100ml, 
125ml, 200ml, 250ml, 500ml and IL with adapters 


38. Equipment should have the following safety 

parameters 


(a ) Temperature sensor fault alarm 


(b ) High temperature cut-off and low temperature 

alarm 


(c) Independent safety temperature limiter 

Should be provided with calibration certificate , 
approved by NABL , Traceability certificate and 
CE certificate. 


Gaz . No. 40 / 2019 /DTP ( Stores Purchase ) . 
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(d ) 


The bidder (authorized dealer /distributor ) 
should have the dealership /distributionship 
for at least 3 (three ) continuous consecutive 
years with the OEM . 


(5 ) 
No. C1 -8338 /2019 /FSL . 

31st August 2019 . 
The Director, Forensic Science Laboratory, Kerala 
Police Department, Government of Kerala invites online 
bids from reputed manufacturers/ authorized dealers or 
reputed vendors for the Smoke Point Apparatus (Manual ) 
Forensic Science Laboratory, Thiruvananthapuram . The 
bidders should comply with the following general 
conditions in addition to the additional conditions of the 
instant tender. 


(e) The Bidder has to submit a Warranty 

Certificate along with invoices. 
(f) In case of a proprietary item , a certificate by 

the OEM to be attached . 


GENERAL 


1. The bidder should be a reputed Original Equipment 

Manufacturers (OEM ) or authorized dealer of 
OEM , who is having an Authorization Certificate 
from the OEM to participate in the tender floated 
by Kerala Police. Certificate from the OEM for 

sales and service , to be produced . 
2. One bidder can not represent two suppliers /OEMs 

or quotes on their behalf in a particular tender. 
3 . The OEM /Bidder should have a well equipped 

service centre functioning in India (preferably in 
Kerala ) to cater to immediately after sales 
requirement; copy of Service Centre details must 
be enclosed along with Tender document. 
(Preferably bidder should have a Service Centre in 
Kerala /South India ). 


4 . A reputed vendor can participate in the tender 

provided the vending outfit is functioning in the 

market for at least 10 years . 
5 . The Bidder should have valid GST registration . 

Copy of GST registration certificate should be 

enclosed along with the tender. 
6 . The bidder should have valid PAN / Taxation Index 

Number. Copy of PAN / Taxation Index Number 
allocation letter should be enclosed along with the 
tender. 


Tender No. and date — 33/2019 - 20 , dated 31-8-2019 . 
Item — Smoke Point Apparatus (Manual) 
Quantity — 2 Nos. 
Estimated Amount — 12 Lakhs. 

Tender Fees — 2,250 + Tax = 2,660 ( Two thousand 
Six hundred and Sixty only ). 

Earnest Money Deposit — 12,000 ( Twelve thousand 
only ). 

Date and time of publication of e -tender 
31-8 - 2019, 6 p . m . 

Date and time of submission of e-tender — 2- 9 -2019 , 
6 p . m . to 9 - 10 -2019, 12 Noon . 

Last date and time for online submission of 
e-tender — 9 - 10 - 2019 , 12 Noon . 

Date and time of opening of e- tender — 10 - 10 -2019 , 3 p. m . 

Place of opening - Forensic Science Laboratory , 
Thiruvananthapuram . 

Date, Time and Place of Technical Evaluation 
Will be informed later, Forensic Science Laboratory , 
Thiruvananthapuram . 

Bid Validity ( Total Number of Days up to which the 
rates are to be firm ) — 180 days. 

Address of Tender Inviting Authority 
Forensic Science Laboratory , Kerala , Vazhuthacaud , 
Thiruvananthapuram -695 010 , Ph : 0471 2721533 , 
e -mail: dirfsl.pol @ kerala.gov. in , Website : www .keralapolice.gov.in . 

Mode of submission of bids — Online . All Bid 
documents shall be submitted only in 
online procedure through the e -GP website 
www . etenders .kerala . gov .in in their designated 
online covers. Details of covers are given 
separately. No other mode of submission shall be 

accepted and such tenders will be rejected outright. 
10 . Cover details : — No. of covers — 2 . (i) Technical Bid 

cum Financial Bid . The CMC /AMC /ATS after 
warranty period also to be quoted in the Financial 
Bid . In the case of Foreign Equipments, the rate 
must be quoted in Indian Rupees. The documents 
to be uploaded under each online covers are 
specified in the website . 


7 . The bidder must fulfil the following minimum 

qualification criteria to prove the techno -commercial 
competence and submit the documents in support 
thereof: 


(a ) 


Valid Authorization letter from the OEM to 
attend this particular tender. 
Certificate of Registration /Incorporation 
Certificate of the Bidder. 


(b ) 


(c ) 


Last 3 year s financial status of the Bidder s / 
P & L and Balance Sheet/ audit report of last 
3 years. 
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11. 


Downloading of e - Tender documents: — The tender 
document can be downloaded from the 
e -GP website www .etenders,kerala . gov.in from the 
date and time of publication of e -tender onwards 
to last date and time for online submission of 
e -tender. Downloading of tender documents will 
not be possible after the date specified above . 
Submission of e- Tender documents: — The digitally 
signed tender document and other specified 
documents shall be submitted online through the 
e -GP website www .etenders . kerala .gov.in well in 
advance before the last date and time mentioned 
above . No submission shall be allowed after the 
last date mentioned above . 
Payment of Tender Fees : - A non -refundable tender 
fee shall be paid in online mode through the e -GP 
website www .etenders.kerala .gov .in at the time of 
bid submission. No other mode of payment shall 
be accepted . The tenders of bidders who do not 
remit fees through online will be rejected outright. 
Payment of Earnest Money Deposit (EMD ):— The 
EMD shall be paid in online mode through the 
e -GP website www .etenders.kerala .gov.in at the time 
of bid submission . No other mode of remittance 
shall be accepted . 
Exemption from payment of EMD : — Bidders who 
are registered with Store Purchase Department, 
Kerala or National Small Scale Industries 
Corporation Ltd ., New Delhi (for the items 
tendered ) are exempted from submission of EMD . 
Those bidders claiming exemption shall submit 
valid registration certificate from the SPD , Kerala or 
NSSIC , New Delhi. 


other reasons shall be informed by way of 
Corrigendum published in the e - GP website . The 
Technical Bids will be evaluated by a Technical 
Evaluation Committee and those that do not 
conform to the specifications or to the satisfaction 
of the Committee will be rejected . 
The financial bids of the Technically qualified 
Tenderers only will be considered for opening . The 
date of opening of financial bids will be intimated 
to the concerned technically qualified tenderers, 
over phone/ Fax /e -mail. This will be within 7 to 10 
days of evaluation of technical bid . 
Technical Evaluation : — All tenderers who quote for 
the supply of above equipment are required to be 
ready for live demonstration to be held in Forensic 
Science Laboratory , Tvpm and date will be 
informed later. In the event of firms not able to 
show live demonstration , they need to convince 
the Technical Evaluation Committee about such 
inability and resort to documentary / power point 
presentation with original product brochures/CDs/ 
scale models/videos/slide shows etc . to the utmost 
satisfaction of the Technical Evaluation Committee . 


13. 


14 . 


15 . 


All bidders who participates in e -tender should 
produce hard copies of all relevant documents 
related to e - tender at the time of technical 
evaluation , without fail . 


20 . Note to Bidders: 
(i) Bidders have to procure legally valid Digital 

Certificate (Class III) as per Information 
Technology Act, 2000 for digitally signing their 
electronic bids. Bidders can procure the same from 
any of the license certifying authority of India. For 
more details , please visit the e -GP website 

www .etenders.kerala . gov.in . 
(ii ) Bidders are advised to note the Tender_ Id and 

Tender No. & Date for future reference . 
( iii) All uploaded documents should contain the 

signature and the office seal of the bidder/ 
authorized persons and should be digitally signed 
while uploading. Documents uploaded without 
digitally signing shall entitle rejection of the 
tender. 


16 . 


Tenders of bidders who do not remit EMD online 
or do not upload documental proof (digitally 
signed ) for exemption of EMD will be rejected 
outright. 
Withdrawal and re - submission of e - Tender: — The 
Bidders are at liberty to withdraw the submitted 
tender /documents and to submit fresh tender / 
documents till the last date and time of submission 
of the e - Tender after which withdrawal/ 
re- submission will not be allowed . 
Opening of e - Tenders : — The bids shall be 
opened online through the e -GP website 
www. etenders . kerala . gov.in at the Police 
Headquarters, Vazhuthacaud , Thiruvananthapuram 
on the date and time mentioned above in the 
presence of the Bidders / authorized representatives 
who wish to attend at the above address . If the 
tender opening date happens to be a holiday or 
non -working day due to any valid reason , the 
tender opening process will be done on the next 
working day at the same time and place specified . 
Any change in the opening date / time/venue due to 


17 . 


( iv ) In the case of foreign equipments , the rate should 

be quoted in Indian Rupees . Preference will be 
given to those who are ready to supply the item 
without opening letter of credit. Ordinarily , no 
advance payment will be made for procuring the 
above item . In case advance payment has to be 
made , a clear case has to be made out by the 
tenderee . However this will be only on 
extraordinary circumstances. 
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Stationery Department 

RE - TENDER NOTICE 


No. 31 - 968 /2019 /Sty . 


30th September 2019 . 


e - Tenders are invited online from paper manufacturing 
mills /paper suppliers through the site 
http ://www .etenders .kerala . gov. in for the supply 
of the following paper items: 


Tender 

No. 


Tender 
Fee 


Name of Item 


Unit Quantity 


64 /19 -20 


MT 


150 


26 ,404 


Super Print Paper/ 
Maplitho Paper 
70 gsm , 76 cm reel, 
(White shade ) 
Brightness (min ) 90 % 
(IS : 1848 /2007) 
(Grammage : +/-2.5 
variation allowed ) 


(v ) For obtaining Digital Signature Certificate and help 

on e -tendering process, contact 
Kerala State IT Mission , e -Government Procurement 
PMU & Helpdesk , Basement floor of Pension 
Treasury Building, Uppalam Road , Statue , 
Thiruvananthapuram ; Ph : 0471- 2577088 , 
2577188 ; Toll free No : 18002337315 ; 
e -mail: etendershelp @ kerala . gov. in ; Website : 
www .etenders. kerala . gov . in on all Government 

working days from 9 . 30 a .m . to 5 . 30 p .m . 
(vi) The Director , Forensic Science Laboratory is 

empowered to reject any tender without assigning 

any reason . 
( vii) For any clarifications regarding the terms and 

conditions in this tender notice or the tender 
document, please contact Director, FSL , or 
Manager FSL , Thiruvananthapuram - 10 on all 
Government working days from 10 .30 a .m . to 

5p .m (Ph . No. 0471-2722136 ) (Ph . No. 0471- 2722155 ). 
Note : - Bidders are advised to go through the conditions 

in the notice inviting tender and the tender 
document carefully and comply them to avoid 

outright rejection of their tender. 

For any litigation relating to this order , the 
jurisdiction will be Thiruvananthapuram City . 
2. Smoke Point Apparatus (Manual) 
1. According to ASTM D 1322 /IP 1322 /IP 57 / IP 598 

(or equivalent) 
2. Smoke point Lamp should have 
3. Brass lamp body with chimney /chemical resistant any 

other materials better than brass preferred 
4 . 0 -50mm scale with markings/better, clear display 
5 . Brass plated door with glass window /better . 
6 . Candle socket. 
7 . Brass candle with wick tube and air vent 
8 . Mounted on suitable chemical resistant base with 

support rod 
9 . Should provide following Accessories 
(a ) Extracted cotton wicks prepared in 

accordance with ASTM requirements 
(b ) Cotton wicks 
(c) Wick insertion tools 

(d ) Interchangeable candle 

Should be provided with calibration certificate 
approved by NABL , Traceability certificate and 
CE certificate. 


Last date & time of Tender/Bid submission (online ) 
15 -10 -2019 upto 2 p.m . 

Last date & time of Tender/Bid Opening (online) 
17 -10- 2019 at 3 p.m . 


Conditions 


• All tenders /bids shall be accepted only through 

online mode and no manual submission of the same 

shall be entertained . 
• The tenders/bids shall be opened online at the 

O /o the Controller of Stationery, Thiruvananthapuram 

on the prescribed date and time. 
• Tenders/bids must be quoted in English language 

only . 
Supply should be started within 15 days and 
completed within 25days from the date of receipt of 
the Supply Order by e -mail/by post whichever 
is earlier. 


The rate quoted should be valid for a period of 
90 days . The rate quoted must be both in figures 

and words and it must be firm for the supply period . 
• Tenderers can quote Two rates and submit 

two samples and sample number (1 or 2) must be 
shown in the sample also . If there is only one 
sample and sample number (1 or 2 ) is not mentioned , 
it s rate shall be considered the lowest. 
Sample paper is essential. Ten sheets of sample 
paper (50cm long) of quoted item should be reached 
the undersigned on or before the opening time of 
tender. Samples in cut pieces or in size which are 


Forensic Science Laboratory, 
Thiruvananthapuram . 


(Sd .) 
Director 
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Technical Education Department 


ലഘു ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 


| [നമ്പർ 07 / 2019- 20) 


നമ്പർ ഡി2 - 3031/ 2019 / GECSKP. 


2019 സെപ്റ്റംബർ 7. 


not suitable for conducting lab test will not be 
tested and accepted. Tender No ., Name of the 
Paper Mill should be recorded in sample also . 
The covers containing the samples shall be 
appropriately superscribed with the tender number 
and addressed to the Controller of Stationery , 
Thiruvananthapuram -695 033. Late covers containing 
samples will not be accepted . 
Online tenders/bids are to be accompanied with a 
preliminary agreement executed on a Kerala Stamp 
Paper worth 200 . The scanned copy of the 
preliminary agreement and General Conditions duly 
signed by the contractor shall be submitted online 
and subsequently the origmal in a separate cover by 
registered post/ speed post or physically to this 
office on or before the date and time of opening of 
the tender/ bid . Tenders / bids received online without 
scanned copy of the preliminary agreement and 
subsequently the original in a separate cover by 
registered post/ speed post or physically will not be 

considered and shall be summarily rejected . 
| Each tenderer shall furnish 1 % of the total cost of 
the material as Earnest Money Deposit . No bidder 
( except SSI units within the state registered 
with the Stores Purchase Department ) shall be 
exempted from remittance of EMD / Bid security 
vide G. O . (P ) No . 448/ 05 / Fin . dated 13 - 10 -2005. 


- ശ്രീകൃഷ്ണപുരം സർക്കാർ എഞ്ചിനീയറിംഗ് കോളേജിലെ 
ഇലക്ട്രിക്കൽ ആന്റ് ഇലക്ട്രോണിക്സ് എഞ്ചിനീയറിംഗ് 
- വിഭാഗത്തിൽ പവർ സിസ്റ്റം ലാബിലേക്ക് സോളാർ പി. വി . 

ട്രെയിനിംഗ് സിസ്റ്റം വിതരണം ചെയ്യാൻ താൽപര്യമുള്ള 
സ്ഥാപനങ്ങളിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 


പൂരിപ്പിച്ച ദർഘാസുകൾ സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ 
“ ഇലക്ട്രിക്കൽ ആന്റ് ഇലക്ട്രോണിക്സ് എഞ്ചിനീയറിംഗ് 
വിഭാഗത്തിൽ പവർ സിസ്റ്റം ലാബിലേക്ക് സോളാർ, പി . വി. 

യി നിംഗ് സിസ്റ്റം എന്ന് പ്രത്യേകം രേഖപ്പെടുത്തി 
പിൻ സി പ്പാൾ, സർക്കാർ എഞ്ചി നീ യ റിംഗ് കോളേജ്, 
- മണ്ണമ്പറ്റ പി. ഒ., ശ്രീകൃ ഷ്ണ പുരം, പാലക്കാട് - 678 633 
-- എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. പൂരിപ്പിച്ച് 
ദർഘാസുകൾ സമർപ്പിക്കേണ്ട അവസാന തീയതി 10 - 10 - 2019, 
2 മണി. അ വ സാന തീയതിയും സമയവും കഴിഞ്ഞു 
ലഭിക്കുന്ന ദർഘാ സു കൾ യാതൊരു കാര ണ വ ശാലും 
പരിഗണിക്കുന്നതല്ല. 


• Rate should be quoted for free delivery including 

unloading charges at various Department Stores 
within the State of Kerala . 


അടങ്കൽ തുക - 2,75,000. 


All rules and regulations of the tender /bid shall be 
in accordance with the Store Purchase Manual of the 
Govt. of Kerala . An offer in hard copy which is not 
reflected in the BOQ will not be considered 
at any cost. 
Offers for articles with ISI mark should be 
accompanied by a duly attested copy of the latest 
valid license issued by BIS for manufacture of the 
articles with ISI mark . The successful tenderer will 
have to execute an Agreement Deed in the 
prescribed format on a Kerala Stamp Paper worth 
* 200 for the due fulfilment of the contract after 
depositing 5 % of the contract value as Security 
Deposit. The duly attested copy of Supply -Order 
also be submitted along with Final Agreement. 
The undersigned has every right to amend /cancel 

full or part of this tender notice. 
• All disputes are subject to Jurisdiction on 

Courts only at Thiruvananthapuram . 


ദർഘാസുകൾ തുറക്കുന്ന സമയം 11 - 10 - 2019 , 3 മണി. 
ദർഘാസുകൾ തുറക്കുന്ന സമയത്ത് ദർഘാസ് സമർപ്പിച്ച 
ആൾ ക്കോ അ വർ നിയോ ഗി ക്കുന്ന വ്യക്തികൾ ക്കോ 
ഹാജരാകാവുന്നതാണ്. ദർഘാസുകൾ ആവശ്യമുള്ളവർ 
? 678 അടച്ച് ഈ ഓഫീസിൽ നിന്നും നേരിട്ട് 
വാങ്ങാവുന്നതാണ്. ദർഘാസുകൾ തപാലിൽ ആവശ്യമുള്ളവർ 
? 728 മണിയോർഡർ ആയി പ്രിൻസിപ്പാൾ, സർക്കാർ 
എഞ്ചിനീയറിംഗ് കോളേജ്, മണ്ണമ്പറ്റ പി. ഒ., ശ്രീകൃഷ്ണപുരം, 
പാല ക്കാട്- 678 633 എന്ന മേൽ വി ലാ സത്തിൽ 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് പ്രമാണത്തിന്റെ വില യാതൊരു 
കാരണവശാലും തിരികെ നൽകുന്നതല്ല. ദർഘാസ് പ്രമാണം 

കൈമാറ്റം ചെയ്യുവാൻ പാടില്ലാത്തതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില്പന 10 -10 -2019, 1 മണിക്ക് അവസാനി 
ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വിലയായി ചെക്കുകൾ, 
പോസ്റ്റൽ ഓർഡർ എന്നിവ വി . പി . പി . ആയി സ്വീക രി 
ക്കുന്നതല്ല. ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ആവശ്യമുള്ളവർ ? 339 
കൂടി ഈ ഓഫീസിൽ അട യ് ക്കേ ണ്ട താ ണ് . ടെണ്ടർ 

ഫോറ ത്തോ ടൊപ്പം ? 200 - ന്റെ കേരള മുദ്രപത ത്തിൽ 
തയ്യാറാക്കിയിട്ടുള്ള പ്രാഥമിക സമ്മതപത്രവും ബാങ്ക് ഡാറ്റ് 
ആയി ? 2,750 നിരതദ്രവ്യവും സമർപ്പിക്കേണ്ടതാണ്. 


Office of the 
Controller of Stationery , 
Thiruvananthapuram . 


| (Sd.) 
Controller of Stationery. 


Gaz . No. 40/ 2019 /DTP ( Stores Purchase ) . 
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KERALA GAZETTE 


[PART III 


TECHNICAL SPECIFICATION 


No. 


Components 


Sub -Components 


Specification 


Dei nogaleo0 mscom Deibw1— 31-3 -2020 100 
ടെണ്ടർ ഫോറത്തിന്റെ വില : 

comunod 678 (600 + 72 + 6) 
wað 339 ( 300 + 36 + 3) 

Dobelo 728 (678 + 50) 
ടെണ്ടർ ഫോറം ലഭിക്കുന്നതിനും സമർപ്പിക്കുന്നതിനും 
ബന്ധപ്പെടേണ്ട ഓഫീസറുടെ മേൽവിലാസം ശ്രീകൃഷ്ണപുരം, 
om mig (Goomy ), Luolajasimojmo, belonoš -678 633 
Gnomo : 0466 2260350. 


Power 
generating unit 


Solar PV Module 
Number of modules 
Type 


2 
Poly 
crystall 
ine 
80Wp 


Total power rating 


- മറ്റ് വിവരങ്ങൾക്ക് ഓഫീസുമായി ബന്ധപ്പെടുക 


Artificial 
Source of 
radiation 


Halogen Light with 
regulator 
Total power rating 


[No. 07 /2019 -20 ] 


1800W 


Power 
Conditioning 
Unit (PCU ) 


25 W 


DC -DC Converter 
Auto / 

Manual mode 
Power rating 
Nominal System 
Voltage 
Maximum Load 
Current 
Type 


12V 


No. D2/3031/ 19 /GECSKP. 

7th September 2019 . 
Sealed tenders are invited for the “ supply of Solar 
PV Training System for Power System Lab in Electrical & 
Electronics Engineering Department” The envelopes 
containing the tender should bear the supescription 
“ Tender for Purchase of Solar PV Training System for 
Power System Lab in Electrical & Electronics Engineering 
Department" and should be addressed to The Principal, 
Government Engineering College , Sreekrishnapuram , 
Mannampatta P.O ., Palakkad , Kerala - 678 633. Last date 
for receipt of tenders will be 10 - 10 - 2019 , 2 p .m . Late 
tenders will not be accepted . 

PAC — 2,75,000 


2.0 ( A ) 
Buck 
converter 


Inverter 
Auto Manual mode 
Power rating 
Output Voltage 


50W 
Variable 


Meters 
Temperature meter 
with senser 
DC ammeter 


Control and 
Measuring 


DC Voltmeter 
AC ammeter 


Unit 


AC voltmeter 
Battery bank 
( 2 batteries) 
Capacity of each 
battery 


4 .5Ab /12V 


The tenders will be opened on at 11- 10 - 2019 , 3 p .m . in 
the presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to 
the Principal, Government Engineering College , 
Sreekrishnapuram , Mannampatta P . O ., Palakkad , 
Kerala — 678 633 ( Ph .0466 2260 350 / 565 ) obtain the 
requiste tender forms on which tenders should be 
submitted . Application for the tender forms should be 
accompanied by a cash remittance of 678 (Rupees Six 
Hundred and Seventy Eight Only ) ( postal charge 50 ) 
which is the price fixed for a form /set of form and which 
is not refundable under any circumstances. The tender 
forms are not transferable . Sale of tender forms will be 
closed at 1 p . m . on 10 -10 -2019 . Cheques, Postage Stamps , 
etc ., will not be accepted towards the cost of tender 
forms, nor will the forms be sent per V. P.P. Duplicate 
tender forms, if required will be issued at $ 339 per copy . 


Loads-AC /DC 


5 


Data Logger 
and Plotter 


Voltage Range 


0 - 200 ( V ) 


Current Range 


0 -2 .0 ( A ) 


6 


Accessories 


Radiation meter 
Range 


0 to 
1999 W 


12 (V ) 


EMD for an amount of 2 ,750 should be submitted 
along with the tender by way of D . D drawn from a 
Nationalized Bank in favour of Principal, Govt. Engg . 
College , Sreekrishnapuram . Preliminary Agreement prepared 
in Kerala Stamp Paper 200 should also be submitted 
along with the tender form . 


Battery Charger 
Output voltage 
Module Cooling 
System 
Manual (to be 
supplied ) 
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STORES PURCHASE 


- 967 


Note: - ( 1 ) 


Brochures of the product to be attached 
along with the tender. 
List of suppliers of the product and their 
feedback about the product also to be 
included 
Warrenty of the product should be 
specified and details regarding AMC to be 
included in the offer. 


( 3 ) 


Government Engineering College, 
Sreekrishnapuram , 
Palakkad . 


Approximate Cost _ 1 1,68, 000 
Cost of tender forms — 400 + 18 % GST + 1 % Cess 
Cost of Duplicate — 200 + 18 % GST + 1 % Cess 

Tender forms will be issued from this office on 
payment of Cost. Those who want the forms by post 
have to pay the cost of tender forms and postage 
charge of 50 by M . O . which is not refundable under 
any circumstances. Cheques , postage stamps etc . will not 
be accepted . The tender forms are not transferable . 
- 1 % of EMD of the quoted amount a minimum of 
3 1 , 500 in the form of DD drawn in favour of the 
Superintendent, Govt. Technical High School , Vatakara 
should be attached . Preliminary Agreement in Kerala 
Stamp Paper worth ? 200 will also be submitted along 
with tenders . 

Price quoted should include all taxes and other 
charges specifically stated . 


( Sd.) 
Principal. 


List of Items 


SL. 
- No . 


Item with Specification 


Quantity 


ദർഘാസ് പരസ്യം 
നമ്പർ ഡി / 330 / 2019 . 

2019 ആഗസ്റ്റ് 22. 
ഗവൺമെന്റ് ടെക്നിക്കൽ ഹൈസ്കൂൾ, വടകരയിലെ 
ഇലക്ട്രോണിക്സ് ലാബിലേക്ക് ഇതോടൊപ്പം അടക്കം ചെയ്ത 
ലിസ്റ്റ് പ്രകാരമുള്ള ഉപകരണങ്ങൾ വാങ്ങുന്നതിന് മുദ്രവച്ച 
കവറിൽ ദർഘാസുകൾ ക്ഷണിക്കുന്നു . 

ദർ ഘാസ് സീൽ ചെയ്ത വ യും കവറിനു പുറത്ത് 
ദർഘാസ് നമ്പരും "" ഗവൺമെന്റ് ടെക്നിക്കൽ ഹൈസ്കൂൾ 
വടകരയിലെ ഇലക്ട്രോണിക്സ് ലാബിലേക്ക് ഉപകരണങ്ങൾ 
നൽകു ന്ന തിനുള്ള ദർഘാസ് എന്നഴു തി യ തു 
മാ യി രിക്കണം. ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന 
തീയതി 9 - 10 - 2 019 , 2 മണി വ രെ യും അ വ 9 - 10 - 2019 
വൈകു ന്നേരം 3 മണിക്ക് ദർഘാസ് സമർപ്പിച്ച 
സന്നിഹിതരാകുന്നവരുടെ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതു 
മാ യി രിക്കും. വൈകിക്കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു 
കാരണവശാലും പരിഗണിക്കുന്നതല്ല . പൂരിപ്പിച്ച ദർഘാസുകൾ 
സൂപ്രണ്ട്, ഗവൺമെന്റ് ടെക്നിക്കൽ ഹൈസ്കൂൾ, വടകര, 
നട്ട് സ് ട്രീറ്റ് പി . ഒ . - 673 104 എന്ന വിലാ സ ത്തിൽ 
ലഭിക്കേണ്ടതാണ്. 

ദർഘാ സ് ഫോറം ഒന്നിന് ? 400 + ജി . എ സ് . ടി . 
18 % + 1 % സെസ്സ് + 1 50 തപാൽ ചാർജ്ജ് ( തപാൽ ചാർജ്ജ് 
മടക്കി കിട്ടാത്തത്) ഗവൺമെന്റ് ടെക്നിക്കൽ ഹൈസ്കൂൾ, 
വട ക ര ആഫീസിൽ നിന്നും നേരിട്ടോ തപാൽമാർഗ്ഗമാ 
കിട്ടു ന്ന താ യി രി ക്കും . തപാൽ മാർഗ്ഗ മു ള്ള ദർഘാസ് 
ഫോറ ങ്ങ ളുടെ വില മണി ഓർഡർ ആയി മാത്രമേ 
സ്വീകരിക്കുകയുള്ളൂ. ഡ്യൂപ്ലിക്കേറ്റ് ഫോറങ്ങൾ ആവശ്യമുള്ളവർ 
? 200 + ജി .എസ്. ടി . 18 % + തപാൽ ചാർജ്ജ് ? 50 (തപാൽ 
ചാർജ് മ ട ക്കി ക്കിട്ടാ ത്ത ത് ) കോപ്പി ഒന്നിന് കൂടു തൽ 
നൽകേണ്ടതാണ്. 

ദർഘാസുകൾ സമർപ്പിക്കുമ്പോൾ 1 % നിരതദ്രവ്യവും, 
? 2 0 0 മൂല്യമുള്ള കേരള സർക്കാർ സ്റ്റാമ്പ് പേപ്പറിൽ 
കരാറെഴുതി സമർപ്പിക്കേണ്ടതുമാണ്. 

ടെണ്ടറിൽ രേഖ പ്പെ ടു ത്തുന്ന വില എല്ലാ വിധ 
നികുതികളും വ്യക്തമായി പ്രതിപാദിച്ച മറ്റു നിരക്കുകളും 
ഉൾപ്പെട്ടതായിരിക്കണം. 


1 Digital Storage Oscilloscope 

2 Channel 
Band Width: 100 MHz 
Sample Rate : 250 M Sa /S 
Preferance : 

Math operation including FFT 
2 Digital IC Trainer kit 

7 Segment LED Display 
Logic input Switchs ( 10 Nos.) 
Logic indicators (10 Nos.) 
Bread Board 
Built in power Supply : 5v , 12v 

Zip Sockets : 16 PIN , 28 PIN 
3 Analog Multi meter 

AC , DC , Voltage , Current (2000 counts ), 
DC 20KQ/ v , AC 9kQ/ v 

Transistor checking facility - 5 

hfe with diode check 
4 Digital Multimeter 

True RMS Value 
342 Digit 
AC , DC , Voltage -750 v 
AC , DC Current- 10 A 
Diode check facility 
Preferance: 

( 1) Capacitance Measurement 

| (2 ) hfe 
- 5 Soldering Iron 25 W 

| 10 


No. D /330 2019 . 

22nd August 2019 . 
Sealed tenders are invited for the Purchase of 
Equipments as per the list attached for the Electronics 
Department of Govt. Technical High School, Vatakara . 

The tenders should be superscribed No. D /330 /2019 
and addressed to the Superintendent, Govt. Technical 
High School, Nut Street P. O ., Vatakara -673 104 . Last 
date for receipt of tender is 9 - 10 - 2019 , 2 p . m . and 
tenders will be opened at 3 p . m . on 9 - 10 - 2019 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. Late 
tenders will not be accepted . 


Govt. Technical High School, 
Vatakara. 


| ( Sd.) 
Superintendet . 
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